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After the invention of the steam-engine in its present form 
by James Watt, the attention of engineers and of scientific 
men was directed to the problem of its further improvement. 
With this end in view, the young Sadi Carnot, in 1824, pub- 
lished the Reflexions sur la Puinnaiice Molrke du Feu, of which 
the translation is given in this volume. In this really great 
memoir, Carnot examined the relations between heat and the 
work done by heat used in an ideal engine, and by reducing 
the problem to its simplest form and avoiding all special ques- 
tions relating to details, lie succeeded in establishing the condi- 
tions upon which the economical working of all heat-engines 
depends. It is not necessary here to animadvert upon the use 
made by Carnot of the substantial theory of heat, and the con- 
sequent failure of the proof of his main proposition when the 
true nature of heat was appreciated. It is sufficient to say 
that though the proof was invalid, the proposition remained 
true, and carried with it the trath of such of Carnot's deduc- 
tions as were based solely upon it. 

Carnot's memoir remained for a long time unappreciated, 
and it was not until use was made of it by William Thomson 
(now Lord Kelvin), in ln-i*, to establish an absolute scale of 
temperature, tliat tile merits of the method proposed in it were 
recognized. In his first paper on this suhject Thomson re- 
tained the substantial theory of heat, but the evidence in favor 
of the mechanical theory became so strong that he soon after 
adopted the new view. Applying it to the questions treated 
by Carnot, he found that Carnot's proposition could no longer 
be proved by denying the possibility of "the perpetual motion," 
and was lod to lay down a second fundamental principle to serve 
in the demonstration. This principle is now called the Second 
Law of Thermodynamics. A part of the memoir in which this 
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principle is stilted and many of its consequences developed is 
given in this volume. It was published in March, 1851. 

In the previous year Clausius published a discussion of the 
b question as that treated by Thomson, in which he lays 
down a principle for use in the demonstration of Carnot's propo- 
sition, which, while not the same in form as Thomson's, is the 
same in content, and ranks as another statement of the Second 
Law of Thermodynamics. His paper is also given in this vol- 
ume. While not so powerful or so inclusive as Thomson's, it 
deserves attention for the clearness and simplicity of its form. 
Ciausius followed up this paper by others, and subsequently 
published a book in which the subject of Thermodynamics was 
given a systematic treatment, and in which he introduced and 
developed the important function called by him the entropy. 

The science of Thermodynamics, founded by the labors of 
these three illustrious men, has led to the most important de- 
velopments in all departments of physical science. It has 
pointed out relations among the properties of bodies which 
could scarcely have been anticipated in any other way; it lias 
laid the foundation for the Science of Chemical Physics ; u 
taken in connection with the kinetic theory of gases, as devel- 
oped by Maxwell and ISoltzmanu, it has furnished a genera 
view of the operations of the universe which is far in advance 
of any that could have been reached by purely dynamical rea- 
soning. 
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REFLECTIONS ON 

THE MOTIVE POWER OF HEAT AND 

ON ENGINES SUITABLE FOR 

DEVELOPING THIS POWER 

BY 

SADI CAENOT 

It is well known that heat may be used as a cause of motion, 
and that the motive power which may be obtained from it is 
very great. The steam-engine, now in such general use, is a 
manifest proof of this fact. 

To the agency of heat may be ascribed those vast disturb- 
ances which we see occurring everywhere on the earth ; the 
movements of the atmosphere, the rising of mists, the fall of 
rain and other meteors,* the streams of water which channel 
the surface of the earth, of which man has succeeded in util- 
izing only a small part. To heat are due also volcanic erup- 
tions and earthquakes. From this great source we draw the 
moving force necessary for our use. Nature, by supplying 
combustible material everywhere, has afforded us the means of 
generating heat and the motive power which is given by it, at 
all times and in all places, and the steam-engine has made it 
possible to develop and use this power. 

The study of the steam-engine is of the highest interest, 
owing to its importance, its constantly increasing use, and the 
great changes it is destined to make in the civilized world. It 
has already developed mines, propelled ships, and dredged 
rivers and harbors. It forges iron, saws wood, grinds grain, 
spins and weaves stuffs, and transports the heaviest loads. In 
the future it will most probably be the universal motor, and 

* [Any atmo8p1ierie phenomenon was formerly called a meteor. \ 

3 
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will furnish the power now obtained from animals, from water- 
falls, and from air-currents. Over the first of these motors it 
has the advantage of economy, and over the other two the in- 
calculable advantage r.liat. it ean bo nsod everywhere and always, 
and that its work need never be interrupted. If in the future 
the steam-engine is bo perfected as to render it less costly to 
construct it and to supply it with fuel, it will unite all desir- 
able qualities and will promote the development of the indus- 
trial arts to an extent which it is difficult to foresee. It is, in- 
deed, not only a powerful and convenient motor, which can bo 
set up or transported anywhere, and substituted for other 
motors already in use, but it leads to the rapid extension of 
those arts in which it is used, and it can oven create arts hith- 
erto unknown. 

The most signal service which has been rendered to England 
by the steam-engine is that of having revived the working of 
her coal-mines, which had languished and was threatened with 
extinction on account of the increasing difficulty of excavation 
and extraction of the coal.* We may place in the second rank 
the services rendered in the manufacture of iron, as much by 
furnishing an abundant supply of coal, which took the place of 
wood as the wood began to be exhausted, as by the powerful 
machines of all kinds the use of which it either facilitated or 
made possible. 

Iron and fire, as every one knows, are the mainstays of thi 
mechanical arts. Perhaps there is not in all England a single 
industry whose existence is not dependent on these agents, and 
which does not use them extensively. If England were to-dai 
to lose its steam-engines it would lose also its coal and i 
and this loss would dry up all its sources of wealth and destrc 
its prosperity; it would annihilate this colossal power, 
destruction of its navy, which it considers its strongest support 
would be, perhaps, less fatal. 

The safe and rapid navigation by means of steamships is a 

* One may safely any that the mining of coat 1ms Increased ti 
the invention «f the steam-engine. The mining of copper, of tin. mid of 
iron lilts increased almost na much. The effect produced lmlf a century 
ago in the mines of Ktightitl i* now beiiiy repeated in the pold and silver 
mines of the New World, the working of which was steadily declining, 
principally on account of the insufficiency of the motors used for the ex- 
cavation and extraction of the n: 
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entirely new art due to tlie sten.ni- engine. This art lias already 
made possible the establishment of prompt ami regular com- 
munication on the arms of the sea, and on the great rivers of 
the old and new continents. By means of the steam-engine 
regions still savage have been traversed which hut a short time 
ago could hardly have been penetrated. The products of civ- 
ilization have been taken to al! parts of the earth, which they 
would otherwise not have reached for many years. The navi- 
gation due to the steam-engine has in a measure drawn to- 
gether the most distant nations. It tends to unite the peoples 
of the earth as if they all lived in the same country. In fact, 
to diminish the duration, the fatigue, the uncertainty and dan- 
ger of voyages is to lessen their length.* 

The discovery of the steam-engine, like most hnman inven- 
tions, owes its birth to crude attempts which have been attrib- 
uted to various persons and of which the real author is not 
known. The principal discovery consists indeed less in these 
first trials than in the successive improvements which have 
brought it to its present perfection. There is almost as great 
a difference between the first structures where expansive force 
was developed and the actual steam-engine as there is between 
the first raft ever constructed and a man-of-war. 

If the honor of a discovery belongs to the nation where it 
acquired all its development and improvement, this honor can- 
not in this case he withheld from England : Savery, Nowcomen, 
Smeaton, the celebrated Watt, Woolf, Trevithiek, and other 
English engineers, are the real inventors of the steam-engine. 
At their hands it received each successive improvement. It is 
natural that an invention should be made, improved, and per- 
fected where the need of it is most strongly felt. 

In spite of labor of all sorts expended on the steam-engine, 
and in spite of the perfection to which it has been brought, 
its theory is very little advanced, and the attempts to bet- 
ter this state of affairs havo thus far been directed almost at 
random. 

The question lias often been raised whether the motive power 

* We sppiik of diminishing the danger of voyages : in fact, tbougu llie 
nse of the steam -engine in ships is attended with some (lungers, these are 
always exagireraf-d and ,m: compensated for by the illillily of ships to keep 
a defluite course, and to resist winds which would otherwise drive the ves- 
sel on tlio coast, or on shoals or rents. 
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of heat is limited or not ;* whether there is a limit to the pos- 
sible improvements of the steam-engine which, in the nature of 
the case, cannot be passed by any means ; or if, on the other 
hand, these improvements tire capable of indefinite extension. 
Inventors have tried for a long time, and are still trying, to 
find whether there is not a more efficient agent than water by 
which to develop the motive power of heat; whether, for ex- 
ample, atmospheric air does not offer great advantages in tint 
respect. Wo propose to submit tliese questions to a critical 
examination. 

The phenomenon of the production of motion by heat has 
not been considered in a sufficiently general way. It has been 
treated only in connection with machines whose nature ant 
mode of action do not admit of a full investigation of it. li 
such machines the phenomenon is, in a measure, imperfect am 
incomplete; it thus becomes difficult to recognize its principle) 
and study its laws. To examine the principle of the productior 
of motion by heat in all its generality, it must be conceived in. 
dependency of any mechanism or of any particular agent ; il 
is necessary to establish proofs applicable not only to steam- 
enginesf Dct t to au other heat-engines, irrespective of the work- 
ing substance and the manner in which it acts. 

The machines which are not worked by heat — for instance, 
those worked by men or animals, by water-falls, or by air cur- 
rents- — can be studied to their last details by the principles of 
mechanics. All possible cases may be anticipated, all imagi- 
nable actions are subject to general principles already well es- 
tarnished and applicable in all circumstances. The theory 
such machines is complete. Such a theory is evidently lacking 
for heat-engines. Wo shall never possess it until the laws of 
physics are so extended and generalized as to make known in 
advance all the effects of heat acting in a definite way on 
body whatsoever. 



* The expression motive |>nwer here signifies the useful effect that a 
motor is capable of producing. This effect may always be meusorud in 
lermsof the elevation of n weight through a certain distance ; it is 
ured, as is Well known, by the product of the weight and Lhe height to 
which il. is raised. 

t We distinguish hen- between the sie-iiii-ciigiue and the heat-engine 
general, which can he worked by iiuy agent, and not by water vapor only, 
to realize the motive power of beat. 
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We shall take for granted in what follows a knowledge, at 
least a superficial one, of the various parts which compose an 
ordinary steam-engine. We think it unnecessary to describe 
the fire-box, the boiler, the steam-chest 3 the piston, the con- 
denser, etc. 

The production of motion in the steam-engine is always ac- 
companied by a circumstance which we should particularly no- 
tice. This circumstance is the re-establishment of equilibrium 
in the caloric* — that is, its passage from one body where the 
temperature is more or less elevated to another where it is 
lower. What happens, in fact, in a steam-engine at work? 
The caloric developed in the fire-box as an effect of combus- 
tion passes through the wall of the boiler and produces steam, 
incorporating itself with the steam in some way. This steam, 
carrying the caloric with it, transports it first into the cylinder, 
where it fulfils some function, and thence into the condenser, 
where the steam is precipitated by coming in contact with cold 
water. As a last result the cold water in the condenser receives 
the caloric developed by combustion. It is warmed by means 
of the steam, as if it had been placed directly on the fire-box. 
The steam is here only a means of transporting caloric ; it thus 
fulfils the same office as in the heating of baths by steam, 
with the exception that in the case in hand its motion is ren- 
dered useful. 

We can easily perceive, in the operation which we have just 
described, the re -establishment of equilibrium in the caloric 
and its passage from a hotter to a colder body. The first of 
these bodies is the heated air of the fire-box ; the second, the 
water of condensation. The re-establishment of equilibrium of 
the caloric is accomplished between them — if not complete- 
ly, at least in part ; for, on the one hand, the heated air after 
having done its work escapes through the smoke-stack at a 
much lower temperature than that which it had acquired by 
the combustion ; and, ou the other hand, the water of the con- 
denser, after having precipitated the steam, leaves the engine 
with a higher temperature than that which it had when it 
entered. 

The production of motive power in the steam-engine is 

* [Cultinc i» hoit contidered an iin iruttstrttttitile. tut/stance. The word is 
tued by Carnal iitttrdianymlity with fen, jtrp, or heat.] 
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therefore not due to a real consumption of the caloric, but to ih 
transfer from a hotter to a colder body — that is to say, to the re- 
eatablishment of its equilibrium, which is assumed to have been 

by a chemical action such as combustion, or by 
other cause. We shall soon sec that this principle is applica- 
ble to all engines operated by heat. 

According to this principle, to obtain motive power it is not 
enongh to produce heat ; it ia also necessary to provide cold, 
without which the heat would be useless. For if thero exist- 
ed only bodies as warm as our furnaces, how would the con- 
densation of steam be possible, and where could it be sent if it 
were ouce produced? It cannot be replied that it could he 
ejected into the atmosphere, as is done with certain engines,* 
since the atmosphere would not receive it. In the actual state 
of things the atmosphere acts as a vast condenser for the steam, 
because it is at a lower temperature ; otherwise it would soon 
be saturated, or, rather, would be saturated in advance. f 

Everywhere where there is a difference of temperature, and 
where the re-establish men t of equilibrium of the caloric can " 
effected, the production of motive power is possible. Water 
vapor is one agent for obtaining this power, but it is not the 
only one ; all natural bodies can be applied to this pnrpose, for 
they are all susceptible to changes of volume, to successive 
contractions and dilatations effected by alternations of heat and 
cold ; they are all capable, by this change of volume, of over- 
coming resistances and thus of developing motive power. ." 

* Borne high -pressure engines eject, vapor into the atmosphere iristf:: 
of condensing it,. They are used mostly in places where it is difficult 
procure a current of cold water guffieii-m to effort condensation. 

t The existence of water in a liquid state, which is here necessarily a 
sumed, since without it the steam engine could not be supplied, presup- 
poses the existence of a pressure capable of preventing it from evaporating, 
nnd consequently of a pressure equal to or greater than the tension of the 
vapor at the temperature of the water. If such a pressure were not t 
erted by the atmosphere a quantity of water vapor ivimlil instantly be pi 
duced sufficient to exert Ibis pressure on itself, and this pressure must 
always be overcome in ejecting the steam of the engine into the new at 
mosphere. This is evidently equivalent to Dvercoiniiiir the tension whio.l 
is exerted by the vapor after it has been condensed by the ordinary means 

If a very high temperature were to prevail nt the surface of the earth, w 
it almost certainly does in its interior, all the water of the oceans wouk 
exist in the form of vapor in the atmosphere, and there would be no water 
iu a liquid stale. 
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solid body, such as a metallic bar, when alternately heated and 
cooled, increases and diminishes in length and can move bod- 
ies fixed at its extremities. A liquid, alternately heated and 
cooled, increases and diminishes in volume and can overcome 
obstacles more or less great opposed to its expansion. An 
aeriform fluid undergoes considerable changes of volume with 

langes of temperature ; if it is enclosed in an envelope capa- 

c of enlargement, such as a cylinder furnished with a piston, it 
will produce movements of great extent. The vapors of all bod- 
ies which are capable of evaporation, such as alcohol, mercury, 
sulphur, etc., can perform the same function as water vapor. 
This, when alternately heated and cooled, will produce motive 
power in the same w;iy as permanent gases, without returning to 
the liquid state. Most of these means have been proposed, several 
have been even tried, though, thus far, without much success. 

We have explained that the motive power in the steam-engine 
is due to a re-establishment of equilibrium in the caloric ; this 
statement holds not only for steam-engines but also for all heat- 
engines — that is to say, for all engines in which caloric is the 
motor. Heat evidently can he a cause of motion only through 
the changes of volume or of form to which it subjects the body ; 
those changes cannot occur at a constant temperature, but are 
due to alternations of heat and cold ; thus to heat any sub- 
stance it is necessary to have a body warmer than it, and to 
cool it, one cooler than it. We must take caloric from the 
first of these bodies and transfer it to tho second by means of 
the intermediate body, which transfer re-establishes, or, at least, 
tends to re-establish, equilibrium of the caloric. 

At this point we naturally raise an interesting and important 
question: Is the motive power of heat invariable in quantity, 
or does it vary with the agent which one nses to obtain it — 
that is, with the intermediate body chosen as the subject of the 
action of heat? 

It is clear that the question thus raised supposes given a cer- 
tain quantity of caloric * and a certain difference of temperature. 

* It is tmnccesflnry to eiplniu here wlint is mennt by a quantity of cn- 
loric or of lient (for we use tlie two expressions interchangeably), or to de- 
scribe how lliese quantities are measured by tin.' culori meter ; nor elialL we 
explnin the terms inteut heat, degree of temperature, specific beat, etc, 
The render should lie familiar wllb these expression? from Ms study of the 
elementary treatises of physics or chemistry. 
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For example, we suppose that we have at our disposal a body. A, 
maintained at the temperature 10H degrees, and another body, 
B, at degrees, and inquire what quantity of motive power 
will be produced by the transfer of a given quantity of caloric — 
for example, of so much as is necessary to melt a kilogram of 
ice — from the first of these bodies to the second ; we inquire if 
this quantity of motive power is necessarily limited ; if it varies 
with the substance used to obtain it; if water vapor offers in 
tills respect more or less advantage than vapor of alcohol 
mercury, than a permanent gas or than any other substance. 
We shall try to answer these questions in the light of the co; 
siderations already advanced. 

We have previously called attention to the fact, which is self- 
evident, or at least becomes so if we take into consideration the 
changes of volume occasioned by heat, that wherever there is a 
difference of temperature the production nf 'mo/ ire power impossible. 
Conversely, wherever this power can be employed, it is possible 
to produce a difference of temperature or to destroy the equili- 
brium of the caloric. Percussion and friction of bodies are 
means of raising their temperature spontaneously* to a higher 
degree than that of surrounding bodies, and consequently of 
destroying that equilibrium in the caloric which had previously 
It is an experimental fact that the temperature of 
s fluids is raised by compression and lowered by expan- 
sion. This is a sure method of changing the temperature 
bodies, and thus of destroying the equilibrium of the caloric 
the same substance, as often as we please. Steam, when use( 
in a reverse way from that in which it is used in the steam- 
engine, can thus be considered as a means of destroying the 
equilibrium of the caloric. To be convinced of this, it is only 
necessary to notice attentively the way in which motive powi 
is developed by the action of heat on water vapor. Let 
consider two bodies, A and B, each maintained at a consi 
temperature, that of A being higher than that of B ; 
bodies, which can either give up or receive heat without 
change of temperature, perform the functions of two imlc 
nitely great reservoirs of caloric. We will call the first bo< 
the source and the second the refrigerator. 

If we desire to produce motive power by the transfer of 



». 

u- 



1 [ That is, without the communication of heat. ] 
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certain quantity of heat from the body A to the body B we 
may proceed in the following way; 

1. We take from the body A a quantity of caloric to moke 
steam — that is, we cause A to serve as the fire-pot, or rather 
as the metal of the boiler in an ordinary engine ; we assume 
the steam produced to be at the same temperature as the 
body A. 

2. The steam is received into an envelope capable of enlarge- 
ment, such as a cylinder furnished with a piston. We then in- 
crease the volume of tbis envelope, and consequently also the 
volume of the steatn. The temperature of the a team falls when 
it is thus rarefied, as is the case with all elastic fluids ; let us 
assume that the rarefaction is carried to the point where the 
temperature becomes precisely that of the body B. 

3. -We condense the steam by bringing it in contact with B 
and exerting on it at the same time a constant pressure until it 
becomes entirely condensed. The body B here performs the 
function of the injected water in an ordinary engine, with the 
difference that it condenses the steam without mixing with it 
and without changing its own temperature.* The operations 
which we have just described could have been performed in a 
reverse sense and order. There is nothing to prevent the for- 

* It will perhaps excite surprise that B, being at the same tern pern in re 
as the steam, can condense it. Without doubt this is not rigorously possi- 
ble, but the smallest difference in tern perature will determine condensa- 
tion. This remark is sufficient to establish, the propriety of our reasoning. 
In the same way. in the differential calculus, to obtain an exact result it is 
sufficient to be ahle to conceive of the ijuanlilics neglected as capable of 
being indefinitely diminished relali veto the quantities retained in [he equa- 

Tlie body B condenses the steam without changing its own temperature. 
We have assumed that this body is maintained at. a constant temperature. 
The caloric is therefore taken from it as fast as it is given up to it by the 
steam. An example of such a body is furnished by the metallic walls of 
the condenser when the vnpor is condensed in it by means of cold water 
applied to the outside, as is done hi some engines. In the same way the 
water of a reservoir cun be maintained at a constant level, if the liquid runs 
out at one aide as fast lis it cornea in at the other. 

One could even conceive the bodies .'1 and if such that they would re- 
main of themselves at a constant tcmpci'atnrc though losing or framing 
qualities of heat. If, for example, the body A were a mass of vapor 
ready to condense and the body B a mass of ice ready to melt, these bodies; 
as is well known, could give out or receive caloric without changing their 
temperature. 



MEMOIRS' ON 

mat ion of vapor by means of the caloric of the body B. and its 
compression from the temperature of B, in such a way that it 
acquires the temperature of the body A, and then its condensa- 
tion in contact with A, under a pressure which is maintained 
constant until it is completely liquefied. 

In the first series of operations there is at the same time a 
production of motive power and a transfer of caloric from the 
body A to the body 11; in the reverse series there is at the 
same time an expenditure of motive power and a return of the 
caloric from B to A. But if in each case the same quantity of 
vapor has been used, if there is no loss of motive power or of 
caloric, the quantity of motive power produced in the first 
case will equal the quantity expended in the second, and the 
quantity of caloric which in the first case passed from A to B 
will equal the quantity which in the second ease returns from 
B to A, so that an indefinite number of such alternating oper- 
ations can be effected without the production of motive power 
or the transfer of calorie from one body to the other. Now if 
there were any method of using heat preferable to that which 
we have employed, that is to say, if it were possible that the 
caloric should produce, by any process whatever, a larger quan- 
tity of motive power than that produced in our first series of 
operations, it would be possible, by diverting a portion of t 
power, to effect a return of caloric, by the method just indi- 
cated, from the body B to tlie body A — that is, from the refrig- 
erator to the source — and thus to re-establish tilings in their 
original state, and to put them in position to recommence an 
operation exactly similar to the first one, and so on : there 
would thus result not only the perpetual motion, but an indef- 
inite creation of motive power without consumption of caloric 
or of any otber agent whatsoever. Such a creation is entirely 
contrary to the ideas now accepted, to the laws of mechanics 
and of sound physics ; it is inadmissible.* We may hence con- 



* The object if m will pevli.ip-a here be made that perpetual motion hu 
only been demon stinted lo Lie impossible in the case of mechanical actions, 
and that it miiy not be so when we employ the agency of hunt or of elec- 
tricity ; but ean we conceive of the phenomena of heal ntnl ill electricity 
as due to any oilier c:ms(> t-lisin some motion of bodies, anil. :is such, should 
lliey not be subject to the general hiws of mechanics ? Beside), do we not 
know a ptmtr.riari that all the attempts made U> produce perpetual motion 
by any means whatever hnve been fruitless ; that no truly perpetual rn 
13 
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elude tliat the maximum motive power resulting from the use of 
tteom is alio the maximum motive power which can be obtained 
by any other means. We shall soon give a second and more 
rigorous demonstration of this law. What has been given 
should only be regarded as a sketch {see page 15). 

It may properly be asked, in connection with the proposition 
just stated, what is the meaning of the word maximum? How 
can we know that this maximum is reached and that the 
steam is used in the most advantageous way possible to produce 
motive power ? 

Since any re-establishment of equilibrium in the caloric i 
be used to produce motive power, any re-establishment of ei 
librium which is effected without producing motive pc 
should be considered as a veritable loss: now, with little re- 
flection, we can see that any change of temperature which is not 
duo to a change of volume of the body can he only a useless re- 
establishment of equilibrium in the caloric* The necessary 
condition of the maximum is, then, that in bodies uml to obtain 
the motive power of heal, no change of temperature occurs iciuch is 

lias ever been produced, meaning by mat, a motion which continues in- 
definitely without change in the body useii ns an agent r 

The electromotive apparatus (Yultn's pile) bus sometimes been considered 
capable of producing perpemal motion ; the attempt lias been made lo re- 
alize it by the construction of the dry pile, whicli is claimed to be unal- 
terable ; but. in spile nf all that litis been dime, the apparatus always dete- 
riorates perceptibly when its action is sustained for some time with any 
energy. 

Tlie general and philosopbical acceptation of the word* jKrjictutil muti-in 
should comprehend nut only a motion capable of indefinite continuance 
after it litis been started, but also the action of an apparatus, of a set of 
bodies, capable of creating motive power in tin unlimited quantity, and of 
setting in motion successively all the bodies of nature, if they are originally 
at rest, and of destroying in them the principle of inertia, and linally capa- 
lile of furnishing in itself all the forces necessary to move the entire uni- 
Terae. to prolong and to constantly accelerate its motion. Such would Lm 
ti real creation of motive power. If this were possible, it would be useless 
to search for motive power fu combustibles, in currents of water and 
uir. We should have at our disposal an inexhaustible source from which 
we could itraw at will, 

"We do not here take into consideration any chemical action between the 
bodies used to obtain the motive power of heat. The chemical action which 
lira in the source is in a sense preliminary, nti action not designed to im- 
mediately create motive power, but to destroy equilibrium in the caloric, to 
product) a difference in temperature which shall tiunlly result in motion. 
13 
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net due lo a change of volume. Conversely, every time that this 
condition is fulfilled, the maximum is attained. 

This principle should not be lost sight ol in the nonstnietioi 
of heat-engines. It is the foundation upon which they n 
it cannot be rigorously observed, it should at least be depart ec 
from as little as possihle. 

Any change of temperature which is not due to a change o 
volume or to chemical action (which wo provisionally assume not 
to occur in this case) is necessarily due to the direct transfer o " 
caloric from a hotter to a colder hody. This transfer takes 
place principally at the points of contact of bodies at different 
temperatures; thus such contacts should be avoided as much 
as possible. They doubtless cannot be avoided entirely, hut at 
least care should be taken that the bodies brought in eonta 
should differ but little in temperature. 

When we assumed in the previous demonstration that the ca- 
lorie of the body A was used to produce steam, we supposed the 
steam to be produced at the same temperature as that of tin 
hody A; thus the only contact was between two bodies of e 
temperature; the change of temperature which the steam after- 
wards experienced was due to expansion and consequently to a 
change of volume; finally condensation was effected \ 
contact of bodies of different temperatures. It was effected, b 
the exercise of a constant pressure on the steam brought in col 
tact with the body B, at the same temperature as tiiat of thi 
body B. The condition of the maximum was thus fulfilled, 
reality things would not occur exactly as we have supposed. In 
order to effect a transfer of the caloric from one body to the 
other, the first must have the higher temperature ; but this dif- 
ference may be supposed to be as small as we please ; we may, 
in theory, consider it zero without invalidating the argument. 

A more valid objection may be made to our demonstration, 
namely i 

When we produce steam by taking caloric from the body A, 
and when this steam is afterwards condensed by contact with 
the body B, the water used to form it, which was assumed to be, 
at the beginning, at the temperature of the body A, is, at t" 
end of the operation, at the temperature of the hody B — that h 
it is colder. If we wish to recommence an operation similar 
the first, to develop a new quantity of motive power with t 
same instrument and the same steam, we must first re-establisl 
U 
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the original state of things and bring the water to the temper- 
ature which it hail at first. This can no doubt be done by 
placing it immediately" in contact with the body A ; but m that 
ease there is contact between bodies of different temperatures 
and loss of motive power,* It would become impossible to 
perform the reverse operation— that is, to cause the caloric 
used in raising the temperature of the liquid to return to the 
body A. 

This difficulty can be removed by supposing the difference of 
temperature between the body A and the body B infinitely 
small ; the quantity of heat needed to bring the liquid back to 
its original temperature is also infinitely small and negligible 
relatively to that finite quantity which is needed to produce the 
steam. 

The proposition being thus demonstrated for the ease in which 
the difference of temperature of the two bodies is infinitely 
small mp,y easily be extended to cover the general case. In fact, 
if we desire to produce motive power by the transfer of caloric 
from the body A to the body Z, the temperature of the latter 
body being very different from that of the former, we may 
imagine a series of bodies B, C, D . . . at temperatures interme- 
diate between those of the bodies A and Z, and chosen in such 
a maimer that the differences bftwoen A and B, B and C . . . 
shull be always infinitely small. The caloric which proceeds 
from A arrives at Z only after having passed through the bodies 
/.'. >'.!>. . . and after having developed in each of these trans- 
fers the maximum of motive power. The reverse operations are 
here all possible, and the reasoning on page 11 becomes rigor- 
ously applicable. 

According to the views now established we may with pro- 

•Tliia kind of loss is always met with in steam -engines. In fact. Hie 
waier which supplies I lie boiler is always colder limn Mint which il alreudy 
contain!, and hence n useless re -establish meal of equilibrium iu the ca- 
loric takes place between them. It is easy to see <i posteriori that Ibis re- 
cslidilishmeiil 'if equilibrium enlails. a loss of motive power if we reflect 
that il would be possible 10 heat the waier supply before injecting il by 
using it as writer of condensation in a small iirccssnry eniritie, in which 
sieain taken from the large, boiler could be used and in which condensation 
would occur at a temperature intermediate between flint of the boiler ami 
that of the principal condenser. The force produced by the small engine 
would eutrtil no expenditure nf heal, since all that it would use would re 
er the boiler with the water of condensation. 
15 
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priety compare the motive power of heat with that of a wuter- 
f all ; both have a maximum which cannot be surpassed, whatever 
may be, on the one hand, the machine used to receive the action 
of the water and whatever, ou the other hand, the substance 
1 to receive the action of the heat. The motive power of 
falling water depends on the quantity of water and ou the 
height of its fall; the motive power of heat depends also on the 
quantity of caloric employed and on that which might he named, 
which we, in fact, will cn\l, its descent* — that is to say, on the dif- 
ference of temperature of the bodies between which the exchange 
of caloric is effected. In the fall of water the motive power is 
strictly proportional to the difference of level between the higher 
and lower reservoirs. In the fall of caloric the motive power 
doubtless increases with the difference of temperature between 
the hotter and colder bodies, hut we do not know whether it ia 
proportional to this difference. We do not know, for example, 
whether the fall of the caloric from 100 to 50 degrees furnishes 
more or less motive power than the fall of the same caloric from 
50 degrees to zero. This is a question which we propose to ex- 
amine later. 

We shall give here a second demonstration of the fnndi 
mental proposition stated on page 13 and present this proj 
sition in a more general form than we have before. 

When a gaseous fluid is rapidly compressed its temperaturu 
rises, and when it is rapidly expanded its temperature falls. 
This is one of the best established facts of experience ; we shall 
take it as the basis of our demonstration. f When the tem- 
perature of a gas is raised and we wish to bring it back to its 
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expressions hitherto unused iinii which are not perhaps as cleat as could be 
desired. 

f The facts of experience which best prove the change of temperature 
of a gas by compression or expansion are the following ; 

1. The fall of lorn petal are iodienled by a. Ilieruiometcr placed under the 
receiver of an air-pump in which a vacuum is produced. This is very per- 
ceptible wilb ■ lin'ui.ri thermometer -, it may amount to upwards of 40 or 
.10 degrees. The cloud whieh is funned in I his operation seems to be due to 
the condensation of waier vapor caused by the cooling of the air. 

2. The ignition of tinder in the so-called lire -syringe (pneumatic tinder- 
box), which is, as is well known, a small pump in which air may he rapidly 
compressed. 

3. The fall of temperature iudientcd by a thermometer placed i 

1(1 
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original temperature without again changing its volume, it is 
necessary to remove caloric from it. This caloric may also be 
removed as the compression is effected, so that the temperature 
of the gas remains constant. In the same way, if the gas is 
rarefied, we can prevent its temperature from falling, by fur- 
nishing it with a certain quantity of caloric. We shall call the 
caloric used in such cases, when it occas'^a no change of tem- 
perature, caloric du.ii to a change, of volume. This name does not 
indicate that the caloric belongs to the volume ; it does not be- 
long to it any more than it does to the pressure, and it might 
equally well be called caloric due to a change of pressure. We are 
ignorant of what laws it obeys in respect to changes of volume : 
it is possible that its quantity changes with the nature of the 

ceptacle in wliicJi iiir has been cum pressed, and from which it is allowed to 
escape by opening n stopcock. 

4, The results of experiments on the velocity of sound. M. de Laplace 
has shown that to harmonize these results with theory and calculation we 
must assume that air is heated by a sudden compression. 

The only fact which can he opposed to these is an experiment of MM. 
Gay-Lussac aud Welter, described in the Annate* de Ghimie et <U Physique, 
If a small opening is made in a large reservoir of compressed air, and the 
bulb of a thermometer is placed in the current of air escapiag through this 
opening, no perceptible fall of temperature is indicated by the thermometer. 

We may explain this fact in two ways : 

1. The friction of the air against tins walls of the opening through which 
it escapes may perhaps develop enough heat to be noticed ; 2. The air 
wh ieli impinged iiiLiin'lii'rly upon the bulb of the thermometer may re- 
cover by its shock against the bulb, or ml lier by the detour which it is 
forced to make by the encounter, a density equal to that which it had in 
the receiver, somewhat in the same way as a current of water rises above 
its level when it meets a lived obstacle. 

The change of temperature in gases occasioned by a change of volume 
may be considered one of the most, important facts in physics, because of 
the innumerable consequences which it retails, and at the same time as one 
of the most difficult to elucidate and to measure by conclusive experi- 
ments. It presents singular anomalies in several cases. 

Must we not attribute tiie coldness of the air iu high regions of the at- 
mosphere to the lowering of its temperature by expansion t The reasons 
hitherto given to explain this coldness are entirely insufficient . it lias been 
said that the air in high regions, receiving but a small amount of heat 
reflected by the earth, and itself radiating into celestial space, would lose 
caloric and thus become colder ; but this explanation is overthrown when 
we consider that at equai elevations the cold is ns great or even greuter on 
elevated plains than on the tops of mountains or in parts of the atmosphere 
distant from the earth. 
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gas, or with its density or with its temperature. Experiment 
has taught us nothing on this subject; it has taught us only 
that this caloric is developed io greater or less quantity by the 
compression of elastic fluids. 

This preliminary idea having been stated, let us imagine an 
elastic fluid — atmospheric air, for example — enclosed iu a cylin- 
drical vessel abed (IT^ 1) furnished with a movable diaphragm 
• or piston cd ; let us assume also the 
two bodies A, B both at constant tem- 
peratures, that of A being higher than 
that of B, and let ns consider the series 
of operations which follow : 

1. Contact of the body A with the 
air contained iu the vessel abed or with 
the wall of this vessel, which wall is 
supposed to he a good conductor of 
caloric. By means of this contact the 
air attains the same temperature as the 
body A; cd is the position of the pis- 
ton. 

2. The piston rises gradually until 
it takes the position ef. Contact is al- 
ways maintained between the air and 
the body A, and the temperature thus 
remains constant during the rarefac- 
tion. The body A furnishes the ca- 
loric necessary to maintain a constant 

Fig. i temperature. 

3. The body A is removed and the 
air is no longer in contact with any body capable of supply- 
ing it with caloric; the piston, however, continues to move 
and passes from the position ef to the position gk. The air is 
rarefied without receiving caloric and its temperature falls. 
Let ns suppose that it falls until it becomes equal to that of 
the bodyB; at this instant the piston ceases to move and 
occupies the position gh. 

4. The air is brought in contact with the body B; it is com- 
pressed by the piston as it returns from the position gh to the 
position cd. The air, however, remaius at a constant tempera- 
ture on account of its contact with the body B, to which it gives 
np its caloric. 
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5. The body B is removed and the compression of the air con- 
tinued. The temperature of the air, which is now isolated, 
rises. The compression is continued until the air acquires the 
temperature of the body A. The piston during this time passes 
from the position cd to the position ik. 

6. The air is again brought in contact with the body J; the 
piston returns from the position ik to the position cf, and the 
temperature remains constant. 

7. The operation described in No. 3 is repeated, and then the 
operations i, 5, 6, 3, 4, 5, 6, 3, 4, 5, and so on, successively. 

In these various operations a pressure is exerted upon the 
piston by the air contained in the cylinder; the elastic force 
of this air varies with the changes of volume as well as with 
the changes of temperature ; hut we should notice that at equal 
volumes — that is, for similar positions of the piston — the tem- 
perature is higher during the expansions than during the com- 
pressions. During the former, therefore, the elastic force of 
the air is greater, and consequently the quantity of motive 
power produced by the expansions is greater than that which is 
consumed in effecting the compressions. Thus there remains 
an excess of motive power, which we can dispose of for any 
purpose whatsoever. The air has therefore served as a heat-en- 
gine ; and it has been used in the most advantageous way pos- 
sible, for there has been no useless rn-t>stablishment of equilib- 
rium in the caloric. 

All the operations described above can be carried out in a 
direct and in a reverse order. Let us suppose that after the 
sixth step, when the piston is at ef, it is brought hack to the 
position ik, and that, at the same time, the air is kept in con- 
tact with the body A ; the caloric furnished by this body dur- 
ing the sixth operation returns to its source — that is, to the body 
A — and the condition of things is the Bame as at the cud of the 
fifth operation. If now we remove the body A and move the 
piston from ef to cd, the temperature of the air will fall as 
many degrees as it rose during the fifth operation and will equal 
that of the body li. A series of reverse operations to those 
above described could evidently be carried out ; it is only neces- 
sary to bring the system into the same initial state and in each 
operation to carry out an expansion instead of a compression, 
and conversely. 

The result of the first operation was the production of a cer- 
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tain quantity of motive power and the transfer of tlie caloric 
from the body A to the body B ; the result of the reverse opera- 
tion would bo the consumption of the motive power produced 
and the return of the caloric from the body B to the body J ; 
so that the two series of operations in a. sense annul or neutralize 
each other. 

The impossibility of making the caloric produce a larger 
quantity of motive power than that which we obtained in our 
h'rst series of operations is now easy to prove. It may be de- 
monstrated by an argument similar to that used on page 11. 
The argument will have even a greater degree of rigor : the air 
which serves to develop the motive power is brought back, 
at the end of each cycle of operations, to its original condi- 
tion, which was, as we noticed, not quite the case with the 
steam.* 

We have chosen atmospheric air as the agency employed to 
develop the motive power of heat; but it is evident that the 
same reasoning would hold for any other gaseous substance, and 
even for all other bodies susceptible of changes of temperature 
by successive contractions and expansions — that is, for all 
bodies in Nature, at least, all those which are capable of develop- 
ing the motive power of heat. Thus we are led to establish this 
general proposition : 

The motive power); of heat is independent (if the agents t 



* We implicitly assume, in our demons tuition, Hint if a hody experi- 
ences any changes, noil returns exactly to its original stale, after a certain 
ntimberof transformations— thai is to say, in its original state determined by 
Its density, its temperature, and its raodeof aggregation ; we assume, I say, 
that tlie body contains the same quantity of heat, as it continued at first, or, 
in other words, that the quantities of heat absorbed and released in its several 
transformations exactly eouipensul.uone another, Tlih fuel lias never been 
called in r|uesi.ion ; it was at Hrst admitted wiilinul ronsiileral ion and after- 
wards vcrilied in many cases by experiment* with the cnlorimeter. To 
deny it would be to overthrow the entire theory of beat, of which it is the 
' fiiundal ion. It may be remarked, in passing, [hut tin- fundamental prin- 
ciples on which the theory of bent rests should lie given the most careful 
examination. Several experimental facts seem to })•■ almost inexplicable in 
the tictual state of that theory. [The doubts here expressed as to the 
validity of tlie assumptions made with respect to the nature of beat de- 
veloped in Carnot's mind into an actual rejection of those assumptions, and 
led him to suspect the true nature of heat. See Life "f Otrnot. — En,] 
t [It may be well to jwtirj again thul Carnot 
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ployed to develop it ; its quantity is determined sofefi/ by the tem- 
peratures of the bodies between which, in the final result," the 
transfer of the caloric occurs. 

It is understood in this statement that the method used for 
developing motive power, whatever it, may be, attains the highest 
perfection of which it is capable. This condition will be ful- 
iilled, as we remarked ahove, if there is no change of tempera- 
ture in the bodies which is not due to a change of volume or, 
which amounts to the same thing differently expressed, if the 
temperatures of the bodies which come in contact with each 
other are never perceptibly different. 

Various methods of developing motive power may he adopted, 
either by the use of different substances or of the same sub- 
stance in different states ; for example, by the use of a gas at 
two different densities. 

This remark leads us naturally to the interesting study of aeri- 
form fluids, a study which will conduct us to new results con- 
cerning the motive power of heat, and will give ns the means 
of verifying in some particular cases the fundamental proposi- 
tion stated above. f 

Tt can easily be seen that our demonstration will he simplified 
if we suppose the temperatures of the bodies A and B to be very 
slightly different. Then the movements of the piston will 
be very small during operations 3 and 5, and these operations 
may he suppressed without perceptible influence on the de- 
velopment of motive power. That is, a very small change of 
volume ought, to he sufficient to produce a very small change 
of temperature, and this change of volume is negligible com- 
pared with that of operations 4 and G, which are unrestricted 
in extent. 

If we suppress operations 3 and 5 in the series above de- 
scribed, it is reduced to the following: 

1. Contact of the gas contained in abed (Fig. 2) with the body 
A, and passage of the piston from ecl to ef; 

•i. Removal of the body .(.contact of the gas enclosed mdbef 
witli the body B, and return of the piston from ef to cd ; 

3. Removal of the body B, contact of the gas with the body 

• [That w, upon the completion ofaajde of n/xrationa.} 
f We shall suppose in what follow!; ihitt the reader is familiar with llie 
latest progress of modem physics in the ilci'iarimcnU.of Lent and gases. 
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A, and passage of the piston from cd to ef— tliat is to say, a repe- 
tition of the first operation, and bo on. 

The motive power resulting from the operations 1, 2, 3, taken 
together, will evidently be the difference between that which 
is produced by the expansion of the gas while its temperature 
equals that of the body A and that which is consumed to e 
press the gas while its temperature equals that of the body B. 

Let us suppose that the operations 1 and 'i are performed 
with two gases which are chemically different, but which aro 
subjected to the same pressure — for example^ that of the atmos- 
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phere ; these gases behave in the same circumstances in exactly 
the same way — that is to say, their expansive forces, originally 
equal, remain so irrespective of changes of volume and temper- 
ature, provided that these changes are the same in both. This 
is an evident consequenee of the laws of Mariotte and of MM. 
Gay-Ltissac and Dalton, which laws are common to all elastic 
fluids, and in virtue of which the same relations esisi in all 
these fluids between the volume, expansive force, and temper- 
ature. Since two different gases, taken at the same tempera- 
ture and under the aame pressure, should behave alike under 
the same circumstances, they should produce equal quantities 
of motive power when subjected to the operations above de- 
scribed. Now this implies, according to the fundamental 
proposition which wo have established, that two equal quanti- 
ties of caloric are employed in these operations — that is, that 
the quantity of caloric transferred from the body A to the body 
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B is the same whichever of the two gases is used in the opera- 
tions. The quantity of caloric transferred from the body A to 
tlie body B is evidently that which is absorbed by the gas in 
the increase of its volume, or that which it afterwards e"mits 
during compression. We are thus led to lay down the follow- 
ing proposition : 

When a ijas pitvtcs without chiuu/e of temperature from- one deft- 
it itt rnl nine, and pressure to another, the quantity of caloric ab- 
sorbed or emitted is always the same, irrespective of the nature of 
the gas chosen us the subject of the experiment. 

For example, consider 1 litre of air at the temperature of 
100 degrees and under the pressure of 1 atmosphere^ if the 
volume of this air is doubled, a certain quantity of heat must 
be supplied to it in order to maintain it at the temperature of 
100 degrees. This quantity will be exactly the same if, instead 
of performing the operation with air, we use carbonic acid gas, 
nitrogen, hydrogen, vapor of water, or of alcohol — that is, if we 
double the volume of 1 litre of any one of these gases at the 
temperature of 100 degrees and under atmospheric pressure. 

The same thing would be true, in the reverse sense, if the 
volume of the gas, instead of being doubled, were reduced one- 
half by compression. 

The quantity of beat absorbed or set free by elastic fluids 
during their changes of volume has never been measured by 
direct experiment. Such an experiment would doubtless pre- 
sent great difficulties, but we have one reBult which for our pur- 
poses is nearly equivalent to it ; this result has been furnished 
by the theory of sound, and may be received with confidence be- 
cause of the rigor of the demonstration by which it has been 
established. It may be described as follows: 

Atmospheric air will rise in temperature 1 degree centigrade 
when its volume is reduced by T \ w by sudden compression.* 

The experiments on the velocity of sound were made in air 
under a pressure of 760 millimetres of mercury and at the tem- 
perature of Ij degrees ; and it is only in these circumstances that 
I'oissou's statement is applicable. We shall, however, for the 

* M. Poiesou, to whom we owe lliia statement, has shown Ui.it it agrees 
very well with llie results of an experiment by MM. Clement mill Desormes 
on the behavior of air entering into a vacuum or rather into slightly rare- 
fied air. It agree* also, very nearly, with a result obtained by MM. Gay- 
fill I mil nod Welter. 
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sake of convenience, consider it to hold at a temperature of ( 
, which is only slightly different. 

Air compressed hy ^ and so raised in temperature 1 degree 
differs from air heated directly hy the same amount only ii 
density. If we call the original volume V, the compression hy 
-j-^j reduces it to V— jfa V. Direct heating under constant 
pressure, according to the law of M. Gay-Lussac, should in- 
crease the volume of the air by 2 ^-ij of that which it would have 
at degrees; thus the volume of the air is in one process re- 
duced to V—rh^' aiM * in tlle ot l ]er increased to V+ sir''' 
The difference between the quantities of heat present in the 
air in the two cases is evidently the quantity used to raise i 
temperature directly by 1 degree ; thus the quantity of heat ab- 
sorbed by the air in passing from the volume F—-^ T F to th< 
volume F+j^Fis equal to that which is necessary to raisi 
its temperature 1 degree. 

Let ns now suppose that, instead of heating the air while sub- 
jected to a constant pressure and able to expand freely, we en- 
close it in an envelope not capable of expansion, and then raise 
its temperature 1 degree. The air thus heated 1 degree dif- 
fers from air compressed by -j-J-j, by having its volume larger 
by y^-f. Thus, then, the quautity of heat which the air gives up 
by a reduction of its volume byyfj is equal to that which is i> 
quired to raise its temperature 1 degree at constant volume. 
As the differences, V— j{^V, V, and F+jj^F, are small in 
comparison with the volumes themselves, we may consider the 
quantities of heat absorbed by the air in passing from the first 
of these volumes to the second, and from the first to the third, 
as sensibly proportional to the changes of volume. We thus 
obtain the following relation : 

The quantity of heat required to raise the temperature of air 
under constant pressure 1 degree is to the quantity required to 
raise it 1 degree at constant volume in the ratio of the numbers 

i+ff + drr to t+t- 
or, multiplying both terms by ll(i.2G~, in the ratioof the num- 
bers 2G7 -1-116 to 267. 

This is the ratio between the capacity for heat of air nndei 
constant pressure and its capacity at constant volume. If the 
first of these two capacities is expressed by unity the other will 

he expressed by the number i- \r' or ' a Pl 11 ' 0X '" l:1It 'ly, V.~.< 
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Their difference — 1—0.700 or 0.300 — will evidently express the 
quantity of heat which will occasion the increase of volume of 
the air when its temperature ia raised 1 degree under constant 

From the law of MM. Gay-Lussac and Dalton this increase 
of volume will he the same for all other gases ; from the the- 
orem demonstrated on page 23 the heat absorbed by equal in- 
crements of volume is the same for all elastic fluids; we are 
thus led to establish the following proposition: 

The difference between the sj>erific heat under eons/ant pressure 
ami the specific heat at constant volume is the same fur all gases. 

It must be noticed here that all the gases are assumed to be 
taken at the same pressure— for example, the pressure of the 
atmosphere — and also that the specific heats are measured in 
terms of the volumes. 

Nothing is now easier than to construct a table of the specific 
heats of gases at constant volume with the aid of our knowl- 
edge of their specific heats under constant pressure. We 
present this table, the first column of which contains the re- 
sults of direct experiments by MM. Delaroche and Berard on 
the specific heat of gases under atmospheric pressure. The 
second column contains the numbers in the first diminished by 
0.300. 

TABLE OF THE SPECIFIC HEAT OP OASES 



Atmospheric air . 

Hydrogen 

Carbonic acid... . 

Oxygen 

Nitrogen 

\ itrOQg oxide, . . . 

Olefiant gas 

Carbonic oxide . . 



1.000 


0.700 


0.003 


0.003 


1.258 


0.358 


0.1176 


O.lnli 


1.000 


0.700 


1.350 


1.050 


1.553 


t.3(S3 


1.034 


0.734 



The nnmbers in the two columns are referred to the same 
unit, to the specific heat of atmospheric air under constant 
pressure. 

The difference between the corresponding numbers in the 
two columns being constant, the ratio between them should be 
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variable ; thus the ratio between the specific heats of gases un- 
der constant pressure and at constant volume varies for the 
different gases. 

We have seen that the temperature of the air when it under- 
goes a sudden compression of T f^ of its volume rises 1 degree. 
That of other gases should also rise when they are similarly 
compressed, The temperature should rise, not equally for all, 
but in the inverse ratio of their specific heats at constant 
volume. In fact, the reduction of volume being, by hypothesis, 
always the same, the quantity of heat due to this reduction 
should also he always the same, and consequently should cause 
a rise of temperature depending only on the specific heat of the 
gas after its compression, and evidently in an inverse ratio to 
that specific heat. It is therefore easy to construct the table 
of elevations of temperature of the different gases for a com- 
pression Of yfj. 

TABLE OF THE ELEVATION OF THE TEMPERATURE OF ( 
DUE TO COMPRESSION 

ELEVATION OP TE.MPB1 

OP VOLUME OF j\ s 

Atmospheric air 1.000 

Hydrogen 1.1C0 

Carbonic acid 0.730 

Oxygen 1.035 

Nitrogen 1.000 

Nitrous oxide 0.667 

Oleflant gas 0.558 

Carbonic oxide 0.055 

A second compression of TTT of the new volume would, as we 
shall soon see, again raise the temperature of these gases by an 
amount nearly equal to the first; but this would not be the 
case for a third, a fourth, or a hundredth compression of the 
same sort. The capacity of gases for heat changes with their 
volume; it is quite possible that it changes also with their 
temperature.* 

* [It vm* foil wl by Hiftiiaiilt (Mi'in. i.le FAi'iuli'mie, :t.rri., p. SS) that the 
xjKtijit heat •>/ the " fKirimau nC " gtises U i/alijii/mli it! of prettttre and tem- 
perature.] 



TUE SECOXD LAW OF THERMODYNAMICS 

We shall now deduce from the general proposition presented 
on page 20 a second theorem which will he the complement of 
that which has just been demonstrated. 

Let ua suppose that the gas contained in the cylinder abed 
(Fig. 3) is transferred to the receptacle u'b'v'd' (fig. 3). which is 
of equal height, but which has a different and larger base ; the 
gas will increase in volume and diminish in density and elas- 
tic force in the inverse ratio of the two volumes abed, a'b'e'd'. 
The total pressure exerted on each piston, cd, c'd', will he the 
same, for the surfaces of these pistons are in the direct ratio of 
the volume. 

Let us suppose that the operations described on page %1 as 
performed on the gas contained in ahrd arc performed on the 
gas in a'b'c'd' — that is, let us suppose that the piston c'd' is given 
displacements equal in amplitude to those given the piston cd, 
and that it occupies successively the positions c'd' correspond- 
ing to (■(/, and '■'/" corresponding to pf. At the same time let us 
subject, tbc gas, by means of the two bodies A, B, to the same 
variations of temperature as those to which it was subjected 
when enclosed in abed ; the total force exerted on the piston 
will be the same in both cases at corresponding instants. This 
results immediately from Mariotte's law* ; in fact, the densities 
of the two gases are always in the same ratio for similar posi- 
tions of the pistons, and, their temperatures being always equal, 
the total pressures exerted on the pistons are always in the same 
ratio. If this ratio is at any time that of equality, the pressures 
will he always equal. 

Further, as the movements of the two pistons have equal am- 
plitudes, the motive power they both produce will evidently be 
the same, from which we may conclude, from the proposition 

* Mariotte'slnw.upon which our demonstration is based, is one of the best- 
established physical laws. It lias served ua a foundation for several theo- 
ries verified by experiment, iud which verify in their turn the lawa on 
which they rest. We may also cite, as an important verification of 
Mariotte's law and also of the law of MM. Gay-Lussac and Daltoo for a 
large range of temporal ore, the experiments of MM. Diilong and Petit. 
(See Annate ite Chinat et de Phyriqtu, Feb.. 1S1H. vol. vii., p. 132.) We 
mavslso cite the still more recent experiments of Davy and Faraday. 

The theorems here deduced would perhaps not be exact if applied out- 
side of certain limits either of density or of temperature. They should 
only lie taken as true within the limits wilhio which the laws of Mariotte, 
Gay-Lussac, and Dalton are themselves established. 
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are equal — 
s from A to 



on page 20, that the quantities of heat used by each a 
that is to say, that the same quantity of heat passes f 
B in each case. 

The heat taken from the botlv -I and given to tiie body B is 
nothing other than the heat absorbed by the expansion of the 
gas and afterwards set free by compression. We are thus led 
to establish tiie following theorem : 

When the volume of an elast k flu id changes, withont change of 
temperature, from U to V, and the volume of a quantity of the 
same gas, equal in weight and at the name temperature, changes 
from U'toV, the quantities of heat absorbed or set free from eat.' 
will he equal -when the ratio of V to V is equal to that of I 
to V. 

This theorem may be stated in another form, as follows : 

When a gas changes in volume without change if tempevainn 
the quantities of heat which it absorbs or gives up are i 
metical progression when the increments or reductions of volwt 
are in geometrical progression. 

When we compress one litre of air maintained at a tempera- 
ture of 10 degrees and reduce its volame to £ a litre, it gives 
out a certain quantity of hejit. This quantity will be always 
the same if we further reduce the volume from £ to J, from J 
to $, and so on. 

If, instead of compressing the air, we allow it to expand to 3 
litres, 4 litres, 8 litres, etc., successively, we must supply it with 
equal quantities of heat in order to keep its temperature constant. 

Tliis easily explains why the temperature of air rises when it 
is suddenly compressed. We know that this temperature is 
sufficient to ignite tinder and even to cause the air to become 
luminous. If we assume for the time being die specific heat 
of air as constant, in spite of changes of volume and tempera- 
ture, the temperature will increase in arithmetical progression 
as the volume is diminished in geometrical progression. Start- 
ing with this as given, and admitting that an elevation of tei 
perature of 1 degree corresponds to a compression of 1 f ff , i 
easy to conclude that when air is reduced to T l r of its origint 
volume its temperature should rise about 300 degrees, whic! 
is enough to ignite tinder.* 

* When the volume is reduced by T fj — that is, when it becomes J-j-J o 
that which it was al tirst — llie temperature rises 1 degree. 
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The elevation of temperature would evidently be still greater 
if the capacity of the air for heat were to become less as its 
volume diminishes; now this is probable, and seems to be con- 
firmed by the results of the experiments of MM. Delaroohe and 
Berard on the specific heat of air taken at different densities. 
(See the Memoir published in the Ana-ales de Chiinie el de Phy- 
sique, vol. lxxxv., pp. 72, 224.) 

The two theorems given on pages 23 and ^8 are sufficient for 
the comparison of the quantities of heat absorbed or released in 
the changes of volume of elastic fluids, whatever may be the den- 
sity and chemical nature of these fluids, provided always that 
they are taken and maintained at a certain invariable tempera- 
ture ; but these theorems do not give us any means of compar- 
ing quantities of heat absorbed or released by clastic fluids whose 
volumes are changed at different temperatures. Thus we do 
not know the relation between the heat released by 1 litre of air 
reduced in volume one-half when its temperature is kept at Kero 
and the heat released by the same litre of air reduced in volume 
one- half when its temperature is kept at 100 degrees. The 
knowledge of this relation is connected with the knowledge of 
the specific heat of the gases at different degrees of tempera- 
ture, and on other data which Physics, in its present state, can- 
not furnish. 

The second of our theorems affords a means of knowing by 
what law the specific heat of gases varies with their density. 

Let us suppose that the operations described on page 21, in- 
stead of being performed with two bodies, A, B, whose temper- 

A new reduction of x \ t brings the volume to (\\\f, and the tempera- 
ture Bhoulii rise another degree. 

After j such red net ions the volume is (if!)*, and the temperature should 
be higher by j- degrees. 

If we set (jJ|)* =T i t . and take the logarithms of both sides, we find 
1 = 800° about. 

If we set ((1$)'=! we flud that x = 80 s . which shows that the tem- 
perature of air compressed to one half of its original volume rises 80 de- 
grees. 

All this is dependent on the hypothesis that the specific heat of nir does 
not change when the volume diminishes ; but if, for the reasons given M 
pages 31 and 32. we consider the specific heat of air compressed In one-half 
its volume as reduced in the ratio of 700 to 616, we must multiply 80 de- 
grees by If}, which brings it lo 90 deirretB. 




MEMOIRS ON 



differ by an infinitely small quantity, are performed with 
two bodies whoso temperatures differ by n finite quantity, say 
by 1°. 

In a complete cycle of operations the body A furnishes to the 
elastic fluid a certain quantity of heat which may be divided 
into two portions : 1, the quantity required to keep the tem- 
perature of the fluid constant during expansion ; 2, tliat re- 
quired to change the temperature of the fluid from that of the 
body B to that of the body A, after the fluid has been restored 
to its original volume and is put in contact with the body A. 
Let us call the first of these quantities a and the second 
The total caloric furnished by the body A will be expressed 
a + b. 

The caloric transmitted by the fluid to the body B may also 
be divided into two parts ; one of which, V, is due to the cooling 
of the gas by the body B, the other, a, is that released by the 
gas during the reduction of its volume. The sum of these two 
quantities is «' + V ; this should be equal to a -f b, for after a 
complete cycle of operations the gas returns exactly to its 
original state.* It must have given up all the caloric with 
which it had at first been supplied. We then have 

a+b=a'+?>; 

or, a — a' =. b — b'. 

Now, from the theorem given on page 28, the quantities a and 
a' are independent of the density of the gas, always provided 
that the quantity of the gas by weight remains the same and 
that the variations of volume are proportional to the original 
volume. The difference a — a' should satisfy the same con- 
ditions, and consequently also the difference b' — b, which is 
equal to it. But b' is the calorie necessary to raise the temper- 
ature of the gas contained in abed one degree (Fig, d) ; b' is 
caloric released by the gas when it is enclosed in afiqf, and i 
temperature falls one degree. These quantities can 
measure of the specific heats. We are thus led to establish t! 
following proposition : 



bj 
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The change made, in the specific heat of a gas in consequence of 
a change of volume depend* only upon the relation between the 
original volume, and that which result 's from the change — that is 
to say, the difference between the specific heats does not depend 
on the absolute magnitudes of the volumes but on their ratio. 

This proposition may be stated in another way, namely : 

When the volume of a gas increase,? in geometrical progression 
its specific heat increases in arithmetical progression. 

Thus, if a is the specific heat of air taken at a given den- 
sity, and a + k its specific heat when its density is one-half this, 
its specific heat will be a+'Zh when its density is one-quarter 
this, a+'ih when its density is one-eighth this, and so on. 

The specific heats are here referred to weight. They are 
supposed to be taken at constant volume ; but, as we shall see, 
they would follow the same law if they were taken under con- 
stant pressure. . 

In fact, to what cause is due the difference between the 
specific heats taken at constant volume and under constant 
pressure ? It is due to tho caloric required in the latter case 
to produce the increase of volume. Now, by Mariotte's law, 
the increase of volume of a gas, for a given change of tempera- 
tnre, should bo a definite fraction of the original volume, which 
fraction is independent of the pressure. From the theorem 
given on page 28, if the ratio between the original volume and the 
changed volume is given, the heat required to produce the in- 
crease of volume is determined thereby. It depends only on this 
ratio and on the quantity of the gas by weight. Wo must then 
conclude that ; The differcncehettvi'cu the specific heat under con- 
stant pressure and that at constant volume is alivags the same, 
whatever the density of the gas, provided, thai the quantity of the 
gas by weight remains the same. These specific heats both in- 
crease as the density of the gas diminishes, but their difference 
does not change.* Since the difference between the two capaci- 

* MM. Gay-Lussac and Welter luive found by direct experiments, died 
la the Me&tniqut Ciitnte and in the Annulet dc Chiiitie et de. I'hyniqnt, July, 
1822, page 297, Hint ihe ratio between the specific heat under constant press- 
ure and that at constant volume varies very little with the density of the 
gas. From what we have just seen, it is the difference and not the ratio 
that should remain constant. However, as the specific heals of gases, for a 
given weight, vary very little with their density, it is clear Hut the ratio 
also will experience only very small changes. 
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ties for heat is constant, when one increases in arithmetical 
progression the other will increase in a similar progression ; thus 
our law applies to specific heats taken under constant pressure. 
We have tacitly supposed that the specific heat increases 
with the volume. This increase is shown in the experiments 
of MM. Delnroche and Berard; these physicists have found 
that the specific heat of air under the pressure of 1 meter of 
mercury is 0.967 (see the memoir already referred to), taking as 
the unit the specific heat of the same weight of air under the 
pressure of 0.7(50 meter. From the law followed by the specific 
heats with respect to pressure, observations made of them in 
two particular cases permit us to calculate them in all pos- 
sible cases ; thus, by using the result of the experiment of MM. 
Delaroche and Bcrard, which has just been cited, we have c 
structed the following table of the specific heats of air undet 
various pressures : 



PREHsmiE 


„"™"™ml7ia 


PRESSURE 


THAT OP AIR UNDER 


ATMOSPimUBS 


PRESSURE 


atmospheres 


PRESSURE 


tAt 


1.840 


1 


1.000 


irir 


1.756 


2 


0.916 




1.G72 


4 


0.833 


tC 


1.588 


8 


0.748 


A 


1.504 


16 


0.664 


A 


1.430 


32 


0.580 


■ft 


1.336 


64 


0.496 


i 


1.252 


128 


0.412 


I 


1.165 


256 


0.328 


i 


1.084 


512 


0.244 


1 


1.000 


1024 


0.160 



From the experiments of MM. Gay-Lussac and Welter, the mtio of the 
specific heat of atmospheric air under constant pressure to Unit at con- 
stant volume is 1.3748, it number which is nearly constant for all pressures 
and for ull temperatures. In the previous discussion wc have been led, 

by other considerations, to the number ~s™ — =1.44, wbichdiffersfruai 

this by ^,, and wc have used this number to construct a table of the specific 
heals of gases at constant volume. Neither this table nor the table give 
on page 32 should be considered ab accurate. They are intended mi " 
to set forth the laws followed by tbe specific heats of aeriform fluids. 
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The numbers in the first column arc in geometrical progres- 
sion, while those in the second are in arithmetical progression. 
We have carried the table out to extreme compressions ami 
rarefactions. It is to be supposed that air, before attaining a 
density 1034 times its ordinary density — that is, before becom- 
ing more dense than water — would be liquefied. The specific 
heats vanish, and even become negative if we prolong the 
table beyond the last number given. It seems probable that the 
numbers in the second column decrease too rapidly. The ex- 
periments on which we based our calculation were made within 
too narrow limits to enable us to expect great exactness in the 
numbers obtained, especially in the extreme values. 

Since, on the one hand, we know the law by which heat is 
evolved by the compression of a gas, and, on the other, the law 
by which the specific heat varies with the volume, it will be 
easy for ns to calculate the increase of temperature of a gas 
compressed without loss of caloric.* In fact, the compression 
can be considered as consisting of two successive operations : 
1, compression at a constant temperature, and, 3, restoration 
of the caloric emitted. In the second operation the tempera- 
ture will rise in the inverse ratio to the specilic heat which 
the gas acquires by the reduction of its volume. We can de- 
termine the specific heat by means of the law above demon- 
strated. From the theorem on page 38 the heat set free by 
compression should be represented by an expression of the form 

s = A + B log v, 
s being the heat, v the volume of the gas after compression, 
A and B arbitrary constants dependent on the original volume 
of the gas, on its pressure, and on the units which are chosen. 

The specific heat, which varies with the volume in accordance 
with the law just demonstrated, should be represented by an 
expression of the form, 

z=A'+B , logi: 
A' and B' being arbitrary constants different from A and B. 

The increase of temperature which the gas receives by com- 
pression is proportional to the ratio '-, or to the ratio '-r-. — 1~—. 
% A +B logw 

* [Thit demonstration is ern>iieon* in that it assumes the materiality „f 

l,i,i. mi,) also the chaifje ••}' «pcrijic /toil irith ivbimc. Tiut conclusion* are 
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It may be represented by tin's ratio itself; thus, if we represent 
e shall have _ A + B log v 
A'+JP logs' 
If the original volume of the gas is 1 and the original tempera- 
ture zero, we shall have at the same time ( = 0, log i> = 0, and 
hence A = 0; t will then express not only the increase of tem- 
perature, but the temperature itself above the thermometric zero. 
We must not think that we can apply the formula just given 
to very large changes in the volume of the gas. We have taken 
the rise of temperature to be in the inverse ratio to the specific 
heat, which implies that the specific heat is constant at all tem- 
peratures. Large changes of volume in the gas occasion large 
changes of temperature, and there is no evidence that the specific 
heat is constant at different temperatures, especially when these 
temperatures are widely separated from each other. This con- 
stancy of specific heat is only an hypothesis assumed in the ease 
of gases from analogy, and verified fairly well f or sol ids andliquids 
within a certain range of the thermometric scale, but which the 
experiments of MM. Dulong and Petit have shown to be inexact 
when extended to temperatures much above 100 degrees.* 

* We see no reason to assume a priori tbe constancy of the specific 
heat of bodies at various temperatures — that is to say, to assume thut 
equal quantities of heat will produce equal increments in the temperature 
of a body, even when neither the state nor the density of tbe body is 
changed j as. for example, in the case of an elastic fluid enclosed in a rigid 
envelope. Direct experiments on solid anil liquid bodies have proved that 
between zero ami 10U decrees equal increments of heat produce nearly 
equal increments of temperature; but the more recent experiments of 
MM. Dulong and Petit (see Ah links <U: Chimie >i ik l'h)t*ique, February, 
March, and April, 1818) have shown that this relation does not hold for 
temperatures much ever 100 degrees, whether they are measured l>y the 
mercury thermometer or by the air thermometer. 

Not only do the specific beats not remain the same at different tem- 
peratures, but the ratios between them do not remain the same; so that 
no thermometric scale can establish the constancy of all specific beats at 
the same time. It wnuld be interesting to examine whether the same 
irregularities would obtain in gaseous substances, but the necessary experi- 
ments present almost insurmountable difficulties. 

It seems probable that the irregularities of the specific heats of solid 
bodies may !»■ utinbub-d to latent heal . i.-uiployeii in producing a commence- 
ment of fusion, a softening which in many eases becomes perceptible; in 
these bodies long before complete fusion occurs. We can support this 
opinion by the following observation: From the experiments of MM, Dulong 
and Petit, the Increase of specific hent with the temperature is more rapid 
34 
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According to a law tine to MM. Clement and Desormes,* 
established by direct experiment, water vapor, under whatever 
pressure it is formed, always contains the same quantity of heat 
in equal weights ; this amounts to saying that the vapor when 
compressed or expanded without loss of heat is always in such 
a condition as to saturate the space which it occupies, if it is 
originally in this condition. Water vapor in this condition can 
thus be considered a permanent gas, and. should follow all the 
laws of gases. Consequently, the formula 

A + mogv - - 

A'+Ii'logv 
should he applicable and should agree with the table of tensions 
constructed by M. Dalton from his direct experiments. 

We can, in fact, satisfy ourselves that our formula, with a 
suitable determination of the arbitrary constants, represents 
very approximately the results of experiment. The unimpor- 
tant discrepancies which we find in it are no more thau may 
reasonably be attributed to errors of observation. f 

with solids than with liquids, [hough the latter have a larger disability. 
If the cause which we have proposed to account for this irregularity is the 
real one, ii would disappear entirely with gases. 

* [ft hits been ah- licit !'// lliiikhtr. tiff.l I'lii'tnt'iin Ihiil f/i!n but tloes no! hold.] 
| To determine ilur nibiiEiivy eciiistiiiits A, B, A', B , from daw taken 
we must bt-ifiri tiy i-iilculiilitig the volume of the 
easure and temperature, the quantity of the vapor 
This is made easy by the laws of Mn- 
B will be given by the equation 
267+* 



M. Dalton's tnbh 
vapor by means of its pi 
liy weight being always 
riotte and GuyLussiic. The 



in which e is the volume, ( the temperature, ;' the pressure, and c a constant 

quantity which depends on the weight of the vapor and Hie units chosen. 

The following ia the table of the volumes occupied by a gram of vapor 

formed nt various temperatures aud consequently under various pressures : 



( 


11JBlmm f tTKTl 


siinmi/iwioiu 














IfefJ. 


Mm. 


Lit. 





5.060 


186.0 


20 


17.32 


68,2 


40 


68. 00 


20.4 


60 


144.8 


7.96 


eo 


853.1 


8.47 


100 


780.0 


1.70 
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mbject, the motive 
digressed too far. 
ve power developed 



We shall now retrtrn to otir principal subject, the 
power of heat, from which we have already tl" 

AVe have shown that the quantity of motive power d 
by the transfer of caloric from one body to another depends 
essentially on the temperatures of the two bodies, hut we havo 
not discussed the relation between these temperatures and the 
quantities of motive power produced. It would seem at first 
natural enough to suppose that for equal differences of tem- 
perature the quantities of motive power produced are equal — 
that is, for example, that a given quantity of caloric passing 
from a body, A, kept at 100 degrees, to a body, B, kept at 50 de- 
grees would develop a quantity of motive power equal to thai 
which would be developed by the transfer of the same caloric 
from a body, B, kept at 50 degrees to a body, 0, kept at zerc 
Such a law would indeed be a very remarkable one, hut we do 
not see sufficient reason to admit it a priori. We shall examine 
this question by a rigorous method. 

Let us suppose that the operations described on page 21 are 
performed successively on two quantities of atmospheric air 
equal in weight and volume hut taken at different temperatures, 
and let us suppose also that the differences of temperature be- 

of M. Biot (vol 1., pp. 272 and 631). Tlie [bird ia calculated by mentis of 
the above formula, and from tlie experiments fact that tlie vapor of wi 
under atmospheric pressure occupies a volume 1700 times ua great as I 
which it occupies wlien in Ilie liquid state. 

By using three numbers from the first column and tlie correspoiiiliiiL 
numbers from the third, we can e:isilv ik-lermiuu the constants uf our 

"> u "' on ,_ ,n-»i.„, 

A + B log n' 
We shall not enter into the details of the Calculation necessnry to d 
terminc these quantities; it will be enough for us to say that the followin 
values, 

vi = 2268. j4 p = 19.64. 

i/ = -lU0O, n- = s.m, 

satisfy sullicicnlly well the prescribed condition-:, so that the equation 

t _ S868— 1000 log i- 

19.64 + 3.80 log o 
expresses very approximately the relation existing between the volume i 
the vapor and its temperature. 

ll is lobe noticed that the quantity I¥ is positive and very small, whit 
tends to confirm tlie proposition that the specific heat of an elastic fluid in 
with the volume, hut at a very slow 
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tween the bodies A and B are the same in both eases ; thus, 
for example, the temperatures of these bodies will be in one 
case 100° and 100°— h (h being infinitely small), and in the 
other, 1° and 1°— h. The quantity of motive power produced 
is in each ease the difference between that which the gas fur- 
nishes by its expansion and tliat which must be used to restore 
it to its original volume. Now this difference is here the same 
in both eases, as we may satisfy ourselves by a simple argument, 
which we do not think it necessary to give in full ; so that tile 
motive power produced is the same. Let us now compare the 
quantities of heat used in tbo two cases. In the first ease the 
quantity used is that which the body A imparts to the air in 
order to keep it at a temperature of 100 degrees during its ex- 
pansion ; in tiie second, it is that which the same body imparts 
to it to maintain its temperature at 1 degree during an exactly 
similar change of volume. If these two quantities were equal 
it is evident that the law which we have assumed would follow. 
Rut there is nothing to prove that it is so ; we proceed to prove 
that these quantities of heat are unequal. 

The air which we first supposed to occupy the space nbcd 
(Fig. 2) and to be at a temperature of 1 degree, may be made to 
occupy the space abef. and to acquire the temperature of 100 
degrees by two different methods : 

1. It may first be heated without change of volume, and then 
expanded while its temperature is kept constant. 

k. It may first be expanded while its temperature is kept 
constant, and then heated when it has acquired its new vol- 
ume. 

Let n and b be the quantities of heat used successively in the 
first of the two operations, and V and a' the quantities used in 
the second ; as the final result of these two operations is the 
same, the quantities of heat used in each should be equal; we 
then obtain 

a+b^a' + b', 
from which we have 

u , -a=b-b'. 
We represent by a' the quantity of heat necessary to raise the 
temperature of the gas from 1 to 100 degrees when it occupies 
the volume abef, and by a the quantity of heat necessary to 
raise the temperature of the gas from 1 to 100 degrees when it 
occupies the volume abed. 
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The density of the air is less in the first ease than in the see 
ond, and from the experiments of MM. Delaroehe and Berard 
already cited on page Wi, its capacity for heat should be a littli 
greater. 

As the quantity a' is greater than the quantity a, 1) should 
greater than b', consequently, stating the proposition generally, 
we may say that : 

The quantity of heat due to (he change of volume of <i gas 
comes greater us the temperature is raised. 

Thus, for example, more caloric is required to maintain at 
100 degrees the temperature of a certain quantity of air whose 
volume is doubled than to maintain at 1 degree the tempera- 
ture of the same quantity of air during a similar expansion. 

These unequal quantities of heat will, however, as we have 
seen, produce equal quantities of motive power for equal de- 
scents of caloric occurring at different heights on the thermo- 
metric scale ; from which we may draw the following conclu- 
sion : 

The descent of caloric produces more motive power at lower de- 
grees of temperature than at higher.* 

Tims a given quantity of heat will develop more motivi 
power in passing from a body whose temperature is kept at 
degree to another whose temperature is kept at zero than if 
the temperatures of these two bodies had been 101 and 100 
respectively. It must he said that the difference should he very 
small ; it would be zero if the capacity of air for heat remained 
constant in spite of changes of density. According to the ex- 
periments of MM. Delaroche and Berard, this capacity varies 
very little, so little, indeed, that the differences noticed inigh 
strictly be attributed to errors of observation or to some eh 
enmstances which were not taken into account. 

It would be out of the question for us, with the experiment 
data at, our command, to determine rigorously the law by whici 



9- 

i 

if 



* [T/te precedi/ty diiioiu^tralion u erroiutmi* in consequence of the ■ i~,.uot l i- 
tion. of Vie materiality of heat. The. conclusion k in form correct, bat only 
because of the erroneous use. of n ruriuhte specific hen! nf nii: If Ihil be con- 
tittered constant, its Vet mot -(mints out. the efiicienciislomld ht\ on hit principle-. 
the mme at. a/l teinjierature*. The ratio of the uudirc purer pfflrfMorf to tl 
heat Vied should be equal to the difference of lent/srofuir multiplied hy a 

ami, Ho- "QswnoCi functi-n." At ice note, hour. ti,u fuucti.m it not 

stunt, bill u the reciprocal of the absolute temperature, of the source of heat.] 
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the motive power of heat varies at different degrees of the 
thermometric scale. It is connected with the law of the varia- 
tions of the specific heat of gases at different temperatures, 
which has not been determined with sufficient exactness.* We 



* If we admit that the specific heat of a gas is constant when its volume 
docs not change, but only its temperature varies, analysis would lead us to 
a relatiou between the motive power and the thermometric degree. We 
shall now examine the way in which this may be done; it will also give us 
an opportunity of showing how some of the propositions formerly estab- 
lished should be stated in algebraic form. 

Let r be the quantity of motive power produced by the expansion of a 
given quantity of air changing from the volume 1 litre to the volume 9 
litres at constant temperature. If c increases by the infinitely small quan- 
tity dv, r will increase by the quantity dr, which, from the nature of mo- 
tive power, will be equal to the increase of volume dv multiplied by the 
expansive force which the elastic fluid then has. If p represents the ex- 
pansive force, we shall have the equatiou 

(1) dr=pdo. 

Let ussuppose the constant temperature at which the expansion occurs to 
be equal to t degrees centigrade. Representing by q the elastic force of 
the air at the same temperature, t, occupying the .volume of 1 litre, we 
shall have from Mariotte's law 

r-=— , from which » = -• 
1 p v 

Now if Pis the elastic force of the same air always occupying the volume 

1, but at the temperature zero, we shall have from M. Gay-Lussac's law 

q=P+P-L = — (267 + J 
* 267 267 v " 



from which £ = p = 



P 267 + * 



c~^"267 « 

P 
If, for the sake of brevity, we represent by N the quantity ™, the equa- 
tion will become . , *„- 

v 
by using which we have, from equation (1). 

dr=Ar^±25J dv. 

Considering t constant, and taking the integrals of the two terms, we ob- 
111111 r=iV r (*+267)log«J + C r . 

If we suppose that r=0 when €=1, we shall have (7=0, from which 

(2) r=N (* + 267) logo. 

This is the motive power produced by the expansion of the air at the tem- 
perature t, whose volume has changed from 1 to r. If instead of working 

39 




MEMOIRS ON 

shall now endeavor to determine definitively the motive power 
of heat, and in order to verify our fund a mental proposition — 



nt the temperature t wo wink in exactly the same way at the temperature 
t+dl, tile power developed will be 

r + h= A' {t + dt + 261) log v. 
Subtracting equation (3) we obtain 

(3) Br-Nlogvdl. 

Let e lie the quantity of heat used to keep the temperature of the gag 
constant dining its expansion. From llie discussion ou page 31 Br will he 
the power developed by thedu.-eeiil nt' [],<■ quant ily of hcali from the degree 
I +dt to the degree (, Let u represent Hits motive power developed by the 
descent of a unit of heat from ( desrrees to zero ; since from the general 
priueiple established on page 21 this quantity u should depend only on t, 
it may be represented by the function Ft, from which u=Ft. 

When ( increases and becomes t+dl, u becomes u + dti, from which 
u + du = F( i l + dt). 
Subtracting the preceding equation we have ^ 

du=F(t+dt)-Ft = Ftdt. * t-\ 
This is evidently the quaintly of motive power produced by the descent of 
a unit quau lily of beat from I lie degree ( + dt lo the degree I. 

IE the quantity of heat, instead of being a unit, had been e, lite motive 
power produced would have been 

(4) edu - eFtdt. 
Butedu is the same as ir. I j ■- » I ] ■ being the pun 
the quantity of heat e from the degree t+dt 

edu = £i; 

~ N log vdt; 
or, dividing by F'tdt, ami representing by T the fraction -^-. which is 
function of t ouly, we liave 

«=^logo = r!og 
The equation e— 7' log e 

is the analytical expression of the law* slated on page 28; it is the same for 
Jill gases, since the laws we have used are common to all. 

If we represent by a the quantity of heat required to change the volume 
of the aii with which we are working from 1 to v, and the temperature from 
zero to I, the dilfcreiiee between s and -will he the quantity of heat required 
to chan.Ee the temperature of the air, while its vol nine remains 1 , from zero 
to t. This quantity depends on ( only. It will be some function of (, aud 
we shall have, if we call it £", 

g = e + f/=riog-3 
If we differentiate tWa equation with respect to t only and represent by 3 
and IT the diilVreiitbl cot-lib -inula of Tand U, it will become 









(5) 



= rio g . 
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that is, to show that the quantity of motive power produced 
is really independent of the agent used — we shall choose sev- 



-y is nothing other than the Specific heat of the gas at constant volume, 
and our equation (■">) is the miiily licit I l \pn?sj<m of tin: law slated on pujjo 
81. 

IE we sttppnsc (he specific heat to he consUml Lit all temperatures — an 

hypothesis which was discussed on page 84 — the quantity -j will be inde- 
pendent of f, find, to satisfy eyuiilion (ri) for two partieuiar values of i\ 
T' and V ' most ill so he independent of ' ; "e si mil then h;ive T' = C, a con- 
stant quantity. Multiplying T and Cby c«aud integrating hoth sides we 
And 



butasr=j^ ? 



T= fft+C,; 



& _ 



Multiplying butli sides by tit and integrating we obtain 

' Ft=j;\og{Ct + C\) + C 3 ; 

or, changing the arbitrary constants, and remembering that Ft is zero 



(8) 



» = 4l0g(i+j). 



The iiuturc: of the function Ft is thus determined, and may serve us ns a 
means of calculating ihe motive power developed liy any descent of heat. 
Hut tilts Inst conclusion is based on the hypol hesis of Ihe constntiey of the 
specific lieal of a gas whose volume does not change— an hypothesis which 
experiment bus not yei sufficiently verified. Until there me further proofs 
of its vulidiiy equation (6| can only be admitted for a small part of the 
thermometric scale. 

The first term in equation (ol represents, as we have said, the specific 
heat of ilie air occupying the volume n. Experiment bus taught us that 
this specific heal varies only sIL'litly it] spite of considerable changes of 
volume, so that the coefficient 7" of teg a must be a very small quantity. 
If we assume that it is zero and multiply the equation T =0 by (It and 
ilieii integrate, we liave 

T= C, a constant quantity. 



But 



T=-* 



N 



F-t=^ = ^,= A; 
e may conclude by a second integration that 
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eral such agents — atmospheric air, water vapor, and alcohol 
vapor. 

Let us take first atmospheric air. The operation is effected 
according to the method indicated on page 21. We make the 
following hypotheses : 

The air is taken under atmospheric pressure ; the tempera- 
ture of the body A is -^^ °^ a degree above zero and that of the 
body B is zero. We see that the difference is, as it should be, 
very small. The increase of the volume of the air in our opera- 
tion will be t^+^t of the original volume; this is a very 
small increase considered absolutely, but large relatively to the 
difference of temperature between A and B. 

The motive power developed by the two operations described 
on page 21 taken together will be very nearly proportional to the 
increase of volume and to the difference between the two press- 
ures exerted by the air when its temperature is 0.001° and zero. 

According to the law of M. Gay-Lussac, this difference is 
2 6 1*0 of the elastic force of the gas, or very nearly 7g ^ 600 of 
the atmospheric pressure. 

The pressure of the atmosphere is equal to that of a column 
of water lO^y^ meters high ; 2 6 fo of this pressure is equal to 
that of a water column 2 6 ^ x 10.40 meters in height. 

As for the increase of volume, it is, by hypothesis, tH + tJt 
of the original volume — that is, of the volume occupied by 1 
kilogram of air at zero, which is equal to 0.77 cubic meters, 
if we take into account the specific gravity of air ; thus the 

product, WT+Tfr ) O.fW^ 10.40 

expresses the motive power developed. This power is here 
estimated in cubic meters of water raised to the height of 1 
meter. 

If we carry out the multiplications indicated, we find for the 
product 0.000000372. 

Let us now try to determine the quantity of heat used to ob- 
tain this result — that is, the quantity transferred from the body 
A to the body B. The body A furnishes : 

As Ft = when 4 = 0, B is zero ; thus 

Ft = At; 
that is to say, the motive power produced is exactly proportional to the 
descent of the caloric. This is the analytical expression of the statement 
made on page 38. 
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1. The heat required to raise the temperature of 1 kilogram 
of air from zero to 0.001°. 

2. The quantity required to maintain the temperature of the 
air at 0.001° when it undergoes an expansion of 

The first of these quantities of heat may be neglected, as it is 
very small in comparison with the second, which is, from the 
discussion on page 24, equal to that required to raise the tem- 
perature of 1 kilogram of air under atmospheric pressure 1 
degree. 

The specific heat of air by weight is 0.26? that of water, from 
the experiments of MM. Delaroche and Berard on the specific 
heat of gases. If, then, we take for the unit of heat the quantity 
required to raise 1 kilogram of water 1 degree, the quantity re- 
quired to raise 1 kilogram of air 1 degree will be 0.267. Thus 
the quantity of heat furnished by the body A is 

0.267 unit. 
This quantity of heat is capable of producing 0.000000372 unit 
of motive power by its descent from 0.001 to zero. 

For a descent one thousand times as great, or of one degree, 
the motive power will be very nearly one thousand times as 
great as this, or 

0.000372. 

Now if, instead of using 0.267 unit of heat, we use 1000 units, 
the motive power produced will be given by the proportion 
irri?TWii = 1 V J . from which jt=J^ = 1.395 unite. 

Thus if 1000 units of heat pass from a body 

whose temperature is kept at 1 degree to another 

at zero, they will produce by their action on air 

1.395 units of motive power. 

We shall compare this result with that which 
is obtained from the action of heat on water 



Let us suppose that 1 kilogram of water is 
contained in the cylinder abed (Fig. 4) between 
the base ab and the piston cd, and let us assume 
also the existence of two bodies, A, B, each 
maintained at a constant temperature, that of 
A being higher than that of B by a very small 
quantity. We shall now imagine the following 
operations : 
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1. Contact of the water with the body A, change of the 
position of the piston from cd to ef, formation of vapor at the 
temperature of the body A to fill the vacuum made by the 
increase of the volume. We shall assume the volume abef 
to be large enough to contain all the water in a state of 
vapor ; 

2. Removal of the body A, coutact of the vapor with the 
body B, precipitation of a part of this vapor, decrease of its 
elastic force, return of the piston from efto ab, and liquefaction 
of the rest of the vapor by the effect of the pressure combined 
with the contact of the body B ; 

3. Removal of the body B, new contact of the water with 
the body A, return of the water to the temperature of this 
body, a repetition of the first operation, and so on. 

The quautity of motive power developed in a complete cy- 
cle of operations is measured by the product of the volume 
of the vapor multiplied by the difference between its tensions 
at the temperatures of the body A and of the body B respec- 
tively. 

The heat used — that is, that transferred from the body A to 
the body B — is evidently the quantity which is required to 
transform the water into vapor, always neglecting the small 
quantity necessary to restore the water from the temperature 
of the body B to that of the body A. 

Let us suppose that the temperature of the body A is 100 
degrees and that of the body B 99 degrees. From M. Dalton's 
table the difference of these tensions will be 26 millimetres of 
mercury or 0.36 meter of water. The volume occupied by the 
vapor is 1700 that of the water, so that, if we use 1 kilogram, 
it will be 1700 litres or 1.700 cubic meters. Thus the motive 
power developed is 

1.700x0.36 = 0,611 unit 
of the sort which we used before. 

The quantity of heat used is the quantity required to trans- 
form the water into vapor, the water being already at a tem- 
perature of 100 degrees. This quantity has been determined 
by experiment ; it has been found equal to 550 degrees, or, 
speaking with greater precision, to 550 of our units of 
heat. 

Thus 0.611 unit of motive power result from the use of 550 
units of heat. 
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The quantity of motive power produced by 1000 units of heat 
will be given by the proportion 

550 1000 , ,. , OH , ,,, 

„ ,. , -r = • from which a: = ; - , — 1.11 ■!■ 

0.611 x 5o0 

Thus 1000 units of heat transferred from u body maintained 
at 100 degrees to one maintained at 99 degrees will produce 
1.112 units of motive power when acting on the water vapor. 
The number 1.11SJ differs by nearly \ from 1.305, which was the 
number previously found for the motive power developed by 
1000 units of heat acting on air ; but we must remember that 
in that case the temperature of the bodies A and B were 1 
degree and zero, while in this case they are 100 and 90 degrees 
respectively. The difference is indeed the same, but the tem- 
peratures on the thermometric scale are not the same. In order 
to obtain an exact comparison it would be necessary to calculate 
the motive power developed by the vapor formed at 1 degree 
and condensed at zero, and also to determine the quantity of 
heat contained in the vapor formed at 1 degree. The law of 
MM. Clement and Desormes, to which wo referred on page 35, 
gives us this information. The heat used in turning water 
into vapor (r.haleur eonslitu-tinte) is always the same at whatever 
temperature the vaporization oceurs. Therefore, since 550 
degrees of heat are required to vaporize the water at the tem- 
perature of 100 degrees, we must iiave 550 +100, or 650 degrees, 
to vaporize the same weight of water at zero. 

By using the data thus obtained, and reasoning in other 
respects quite in the same way as we did when the water was 
at 100 degrees, we readily see that 1.5190 is the motive power 
developed by 1000 units of heat acting on water vapor between 
the temperatures of 1 degree and zero. 

This number approaches 1.395 more nearly than the other. 

It only differs by fa. which is not outside the limits of prob- 
able error, considering the large number of data of different 
sorts which we have found it necessary to use in making this 
comparison. Thus our fundamental law is verified in a par- 
ticular case.* 

* In a memoir of M. Pel.it (Annales (fc Chimie tt de Physique, July, 1819, 
page 294) tliere is n calculation of the motive power of lieat applied to air 
and to wnler vapor. Tlic results of this calculation are niueli lot lie ml van- 
tage of nt.mngpberic air ; but this is owing to a very inadequate way of 
considering the action of heat. 
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We shall now examine the case of heat acting on alcohol vapor. 

The method used in this case is exactly the same as in the 
case of water vapor, but the data are different. Pure alcohol 
boils under ordinary pressure at 78.7° centigrade. According 
to MM. Deluroche and Berard, 1 kilogram of this substance 
absorbs 307 units of heat when transformed into vapor at tins 
e temperature, 78.7°. 

The tension of alcohol vapor at 1 degree below its boiling- 
point is diminished by j^, and is ^ less than atmospheric 
pressure (this is at least the result of the experiments of M. 
Hctancour, an account of which was given in the second part 
of M. Prony's Architecture, Hijdraulique, pages 180, 195).* 

We find, by use of these data, that the motive power de- 
veloped, in acting on 1 kilogram of alcohol at the temperatures 
77.7° and 78.7°, would be 0.251 unit. 

This reBiilta from the use of 207 units of heat. For 1000 
units wo must set the proportion 
207 1000 
0.254 

This number is a little greater than 1.112, resulting from the use 
of water vapor at 100 and !H) degrees ; but if we assume the water 
vapor to be employed at 78 and 77 degrees, we find, by the law 
of MM. Clement and l>esormes, 1.212 for the motive power 
produced by 1000 units of heat. As we Bee, this number ap- 
proaches 1.230 very nearly ; it only differs from it by -j^. 



, from which a =1.830. 



* M, Dallon thought that he hud discovered Ihnt the vapors of different 
liquids exhibited equal tensions at temperatures on ilie Ihennometric scale 
equally riislaiit from their boiling-points ; Ibis law is, however, not rigor- 
ously, but only approximately, correct. The same is (rue of the law of 
the ratio of the latent heat of vnpors to their densities (see extracts 
from a memoir of M. C. Despreiz. Annate* ilr V/iimi'e cl tie Pliytique, vol. 
xvi., p. 105. and vol. xxiv., p. 828), Questions of this kind are closely con- 
nected Willi those relating to the motive power of bent. Davy and Faraday 
recently tried to recognize the changes of tension of liquefied gases for 
small changes of temperature, after having made excellent experiments 
on the liquefaction of gases by Hie effect of a considerable pressure. They, 
had in view the use of new liquids in the production of motive power 
(see Animles tie Cirimie et de Physique, January, 1824, p. 80). From the 
theory given nh«ve we can predict that the use of these liquids presents no 
advantage for the economical use of beat. The advantage could only be 
realized at the low temperature at which it would be possible to worlt, and 
byt.be use of sources from which, for this reason, it would become p 
aible to extract caloric. 
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We should have liked to have made other comparisons of this 
kind — for example, to have calculated the motive power de- 
veloped by the action of heat on solids and liquids, by the freez- 
ing of water, etc.; but in the present state of Physics we are 
not able to obtain the necessary data.* The fundamental law 
which we wish to confirm seems, however, to need additional 
verifications to be put beyond doubt; it is based upon the the- 
ory of heat as it is at present established, and, it must be con 
fessed, this does not appear to us to be a very firm foundation. 
New experiments alone can decide this question; in the mean 
time we shall occupy ourselves with the application of the the- 
oretical ideas above stated, and shall consider them as con-eci 
in the examination of the various means proposed at the pres- 
ent time to realize the motive power of heat. 

It has been proposed to develop motive power by the action 
of heat on solid bodies. The mode of procedure which most 
naturally presents itself to our minds is to firmly fix a solid 
body — a metallic bar, for example — by one of its extremities, 
and to attach the other extremity to a movable part of the 
machine ; then by successive heating and cooling to cause the 
length of the bar to vary, and thus produce some movement. 
Let us endeavor to decide if this mode of developing motive 
power can be advantageous. We have shown that the way to 
get the best results in the production of motion by the use of 
heat is to so arrange the operations that all the changes of tem- 
perature which occur in the bodies are due to changes of vol- 
ume. The more nearly this condition is fulfilled the bettor the 
heat will be utilized. Now, by proceeding in the manner just 
described, we are far from fulfilling this condition ; no change 
of temperature is here due to a change of volume ; but the 
changes are all due to the contact of bodies differently heated, 
to the contact of the metallic bar either with the body which 
furnishes the heat or with the body which absorbs it. 

The only means of fulfilling the prescribed condition would 
be to act on the solid body exactly as we did on the air in the 
operations described on page 18, but for this we must be able to 
produce considerable changes of temperature solely by the 
change of volume of the solid body, if, at least, we desire to 

•The data lacking are the expansive force acquired by solids and 
liquids for a given increase of temperature, and llie quantity nf heat ab- 
sorbed or emitted during changes, in Ihe volume at these bodies. 




MEMOIRS ON 



s considerable descents of caloric. Now this seems to bo 
impracticable, for several considerations lead ns to tliink that 
the changes in the temperature of solids or liquids by compres- 
sion and expansion are quite small. 

1. We often observe in engines (in heat-engines particularly) 
solid parts which are subjected to very considerable forces, some- 
times in one sense and sometimes in another, and although those 
forces are sometimes as great as the nature of the substances 
employed will permit, the changes in temperature are scarcely 
perceptible. 

2. In the process of striking medals, of rolling plates, 
drawing wires, metals undergo the greatest compressions to 
which we can subject them by the use of the hardest and most 
resisting materials. Notwithstanding this the rise in tempera- 
ture is not great, for if it were, the steel tools which we use in 
these operations would soon lose their temper. 

3. We know that it is necessary to exert a very great force 
on solids aud liquids to produce in them a reduction of volume 
comparable to that which they undergo by cooling (for ex- 
ample, by a cooling from 100 degrees to zero). Now, coolir 
requires a greater suppression of caloric than would be required 
by a simple reduction of volume. If this reduction were pro- 
duced by mechanical means the beat emitted could not change 
the temperature of the body as many degrees as the cooling 
It would, however, require the use of a force which would cer- 
tainly be very considerable. Since solid bodies are susceptible 
to but small changes of temperature by changes of volume, and 
since, moreover, the condition for the best use of heat in the de- 
velopment of motive power is that any change of temperature 
should be due to a change of volume, solid bodies do not seem 
to be well adapted to realize this power. 

This*s equally true in the case of liquids ; the ss 
could be given for rejecting them.* 

We shall not speak hero of the practical difficulties, which are 
innumerable. The movements produced by the expansion and 
compression of solids or liquids can only be very small, 
extend these movements we should be forced to use complicated 

* The recent experiments of M. Oersted on tlie compressibility of water 
hnvc slmwn tliat fur a pressure of 5 iitmosplii'iea tin: temperature of the 
liquid undergoes no perceptible change. (See Annalea <k Ohm 
Physique, February, 1833, p. 102.) 
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mechanisms and also materials of the greatest strength to trans- 
mit enormous pressured ; anil, finally, the successive operations 
could only proceed very slowly compared with those of the 
ordinary heat-engine, so that even large and expensive ma- 
chines would produce only insignificant results. 

Elastic fluids, gases, or vapors are the instruments peculiar- 
ly fitted for the development of the motive power of heat ; they 
unite all the conditions necessary for this service ; they may be 
easily compressed, and possess the property of almost indefinite 
expansion ; changes of volume occasion in them great changes 
of temperature, and finally they aro very mobile, can be easily 
and quickly heated aud cooled, and readily transported from 
one place to another, so that they are able to produce rapidly 
the effects expected of them. 

We can easily conceive of many machines fitted for the de- 
velopment of the motive power of heat hy the use of elastic 
fluids, hut however they are constructed in other respects, tha 
following conditions must not he lost sight of : 

1. The temperature of the fluid should first be raised to the 
highest degree possible, in order to obtain a great descent of 
caloric and consequently a great production of motive power. 

2. For the same reason the temperature of the refrigerator 
should be as low as possible. 

3. The operations must be so conducted that the transfer of 
the elastic fluid from the highest to the lowest temperature 
should be due to an increase of volume— that is, that the cool- 
ing of the gas should occur spontaneously hy the effect of ex- 
pansion. 

The limits to which the temperature of the fluid can be 
raised in the first operation are determined only by the tem- 
perfttnre of combustion ; they are very much higher than ordi- 
nary temperatures. The limits of cooling are reached in the 
temperature of the coldest bodies which we can conveniently 
use in large quantities ; the body most used for this purpose is 
the water available at the place where the operation is car- 
ried on. 

As to the third condition, it introduces difficulties in the 
realization of the motive power of heat, when the object is to 
profit by great differences of temperature, that is to utilize 
great descents of caloric. For in that case the gas must change 
from a very high temperature to a very low one, by expansion, 
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which requires a great change of volume and density. To 
effect this the gas must at first be subjected to a very high 
pressure, or it mu.st acquire by expansion an enormous volume, 
either of which conditions is difficult to realize. The first 
necessitates the use of very strong vessels to contain the gas 
when it is at a high pressure ami temperature ; the second re- 
quires the use of vessels of a very large size. 

In fact, these are the principal obstacles in the way of profit- 
ably using in ateam-eugiucs a large portion of the motive power 
of heat. We are of necessity limited to the use of a small de- 
scent of calorie, although the combustion of coal furnishes ua 
with the means of obtaining a very great one. In the use of 
steam-engines the elastic fluid is rarely developed at a pressure 
higher than (J atmospheres, which pressure corresponds to near- 
ly 1110 degrees centigrade, and condensation is rarely effected at 
a temperature much below 40 degrees; the descent of caloric 
from lfiO to 40 degrees is 120 degrees, while we can obtain by 
combustion a descent of from 1UU0 to 2000 degrees. 

To conceive of this better, we shall recall what wo have pre- 
viously called the descent of caloric : It is the transfer of heat 
from a body, A, at a high temperature to a body, B, whose tem- 
perature is lower. We say that the descent of caloric is 100 
degrees or 1000 degrees when the difference of temperature 
between the bodies A and B is 100 or 1000 degrees, 
steam-engine working under a pressure of atmospheres the 
temperature of the boiler is lfiO degrees. This is the tempera- 
ture of the body A ; it is maintained by contact with the fur- 
nace at a coustant temperature of 100 degrees, and affords a 
continual supply of the heat necessary to the formation of 
steam. 

The condenser is the body B\ it is maintained by means o 
current of cold water at an almost constant temperature of 4 
degrees, and continually absorbs the caloric which is carried t 
it by the steam from the body A. The difference of tempera 
ture between these two bodies is 1G0— 40, or 120 degree 
for this reason that we say that the descent of caloric is in thi 
ease 120 degrees. 

Coal is capable of producing by combustion a higher t 1 

perature than 1000 degrees, and the temperature of the t 

water which we ordinarily use is about 10 degrees, so that we 

easily obtain a descent of caloric of 1000 degrees, of which on! 
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120 degrees are utilized by steam-engines, and even these 120 
degrees are not all used to advantage ; there are always con- 
siderable losses due to useless re-establishments of equilibrium 
in the caloric. 

It is now easy to perceive the advantage of those engines 
which are called high-pressure engines over those in which the 
pressure is lower: Mia adeanlnyr depends essentially upon the 
power of utilizing a larger descent of caloric. The steam being 
produced under greater pressure is also at a higher tempera- 
ture, and as the temperature of condensation is always nearly 
the same the descent of caloric is evidently greater. 

But to obtain the most favorable results from high -pressure 
engines the descent of caloric must be nsed to the greatest ad- 
vantage. It is not enough that the steam should be produced 
at a high temperature, but it is also necessary that it should 
attain a sufficiently low temperature by its expansion alone. 
It should thus be the characteristic of a good steam-engine not 
only that it uses the steam under high pressure, but that it uses 
it under successive pressures which are very variable, very dif- 
ferent from each other, and progressively decreasing* 

•This principle, which is tiie real basis of the theory of the sleain -engine, 
litis been developed wit.li great- elertrness by M Clement in a memoir pre- 
sented to the Academy of Sciences a few years ngo. This memoir has 
never been printed, and I owe my acquaintance with it to the kindness of 
the author. In It not only is this principle established, but applied to va- 
rious systems of engines actually iu use ; the motive power of each is cal- 
culated by the: help of the law cited on p. 85 and compared with the results 
Of experiment. This principle is so little known or appreciated that Mr. 
Perkins, the well-known London mechanician, recently constructed an 
engine in which the steam, formed under a pressure of 35 atmospheres, a 
pressure never before utilized, experienced almost no expansion, as we 
may easily be convinced by the slightest knowledge of the engine. It is 
composed nf a single cylinder, which is very small, and at each stroke is 
entirely filled with steam formed under a pressure of :15 atmospheres. Tile 
steam does no work by expansion, for there is no room for the expansion 
to take place ; it is condensed as soon lis il passes out uf I In.- small cylinder. 
It ncls only Under a pressure of -i~i ill mosplieres. anil not, as the best usage 
would require, under progressively decreasing pressures. This enj ine of 
Mr Perkins does not realize the hopes which it at Orel excited. I was 
claimed that the economy of coal in this machine was t \ greater Uni.' in 
the best machines of Watt, and that it also possessed other advantages 
over them. (See A/mate* <k Ckimti et it /'/>. </«'/«*. April, 1323, p. 438.1 
The»e assertions have not been verified. Mr. Perkins's engine may never- 
theless be considered a valuable invention in that it has proved it to be 
SI 
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In order to show, to a certain extent, a posteriori tlie advan- 
tage of high-pressure engines, let us assume that the s 
formed under atmospheric pressure is contained in a cyJindri- 

fensihle to use steam under much higher pressures than e 
bemuse when properly modified it may lead us to really us 

Watt, to whom we owe almost nil the great improvements in the steam- 
engine, and who has brought these machines to astute of perfection which 
nan hardly be surpassed, was the first to use steam under |>n>gre?sive!v 
decreasing pressures. In many casts he checked the introduction of the 
steam into the cylinder nt one-half, one-third, or one-quarter of the stroke 
of the piston, which was thus completed under a pressure which constant- 
ly diminished. The first eiijriia-s lvorkitjs.' un this principle date from 1778 
Watt had conceived the idest iu 1769, and took out a patent, for it it 

A table annexed to Walt's [intent i-i here presented. In it lie suppos 
the vapor to enter the cylinder during the first quarter of the stroke of U 
piston, nod he then ealculniis the mean pressure, hy dividing I lie stroke ii: 
twenty parts: 
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pressure, — 5 J- = 


0.570. 






Or' this showing he remarks ilia! ilie mean pressure is more than half of 
the original pressure, SO that a quantity of steam equal to one ({Hurler will 
prr.luce tut effect, greater than ouehulf [fri.ty iiiti-vtliteetl frmii t/w Imiler 
i.in-lil the end of the xtroke]. 

Watt here assumes thai the expansion of the steam U in accordance with 
Muriolte's law. This assumption should not be considered correct, be- 
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CftI vessel, abed (Fig. 5), under the piston cd, which at first 

touches the base ab; the steam, after moving the piston from 

ab to cd, will subsequently act in a manner with 

which we need not occupy ourselves. Let ns 

suppose that after the piston has reached cd it is 

forced down to ef without escape of steam, or 

loss of any of its calorie. It will be compressed ■ 

into the space abef. and its density, elastic force, 

and temperature will all increase together. 

If the steam, instead of being formed under • 
atmospheric pressure, were produced exactly in 
the state in which it is when compressed into , 
abef, and if, after having moved the piston from 
ab to ef by its introduction into the cylinder, it 
should move it from ef to cd solely by expansion, the motive 
power produced would be greater than in the first case. In 
fact, an equal movement of the piston would take place under 
the influence of a higher pressure, although this would be va- 
riable and even progressively decreasing. 

The steam would require for its formation a precisely equal 
quantity of caloric, but this caloric mould bo used at a higher 
temperature. 

It is from considerations of this kind that engines with two 
cylinders (compound engines) were introduced, which were in- 
vented by Mr. Ilornblowor and improved by Mr. Woolf. With 

cause, on the one hand lite temperature of the plastic fluid is lowered by ex- 
pansion, and on the other there is nothing to show that a part of this fluid 
does not condense liy expansion. Watt should also have taken into ac- 
count the force necessary to expel the steam remaining after condensa- 
tion, whose quantity is greater iu proportion as llie expansion lias been 
carried further. Dr. Robinson added to Watt's work a simple formula 
to calculate the effect of the expansion of steam, but this formula is af- 
fected by the same errors to which we have just called attention. It has, 
however, been useful to constructors in furnishing them with a means of 
calculation sufficiently exact to he of use in practice We have thought it 
worth while to recall these facts because they are little known, especially 
in France. Engines have been constructed there after the models of in- 
ventors but without much appreciation of the principles on which these 
models were made. The neglect of these principles lias often led to grave 
faults. Engines which were originally well conceived have deteriorated 
in the hands of unskilful constructors, who. wishing to introduce unim- 
portant improvements, have neglected fundamental considerations which 
they did not. know enough to appreciate. 
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respect to the economy of fuel, they are considered the best en- 
gines. They are composed of a small cylinder, which at each 
stroke of the piston is more or less and often entirely filled 
with steam, and of a second cylinder, of a capacity usually 
four times as great, which receives only the steam which In 
already been used in the first one. Thus the volume of the 
steam at the end of this operation is at least four times its 
original volume. It is carried from the second cylinder direct- 
ly into the condenser; but it is evident that it could be carried 
into a third cylinder four times as largo as the second, where its 
volume would become sixteen times its original volume. The 
chief obstacle to the use of a third cylinder of this kind is the 
large space which it requires, and the size of the openings 
which are necessary to allow the steam to escape.* 

We shall say nothing more on this subject, onr object nol 
being to discuss the details of construction of heat-engines. 
These should be treated in a separate work. Mo such work 
exists at present, at least in France, t 

*It is easy to perceive I lie advantages of having twii cylinders, for when 
there is only emu tin: pressure on tin.- piston will vary very much between the 
beginning and end of the siroke. Alan, all the portions of the machine de- 
signed to transmit tin- action must lie si mug enough to resist the first im- 
pulse, and till eil together pcrfcel ly so as to avoid sudden motions by wide] 
they might be damaged and which would soon wear tliem out. This would 
be specially true of the walking- beam, the supports, the eon necti tig-rod, 
the crank, and of the first cog-wheels. In tlie-e parts tlie irregularity ol 
lhe impulse would be most felt and would do the moat damage. Tbe 
steam-chest would also have to be strong enough to resist the highest 
pressure employed, and largo enough to contain the vapor when lis 
is Increased. If two cylinders, are used tin- capacity of the first ti 
be great, bo that it is easy to give it the strength required, while tbe second 
must be large but need not be very strong. 

Engines with two cylinders have been planned on proper principles 
have often fallen far sliort of yielding: as i^uod results as might ha 1 
expected of them. This is the case principally because the dimem 
the different parts are difficult to arrange and are ofien not in proper pro- 
portion itoctteh other. There are no good models of these engines, while 
L there are excellent ones of those constructed afier Watt's plan. To this is 
due tire irregularity which we otracrve in the effects produced by the 
former, while those produced by the latter are almost uniform. 
t In -tbe work entitled Dk In Rirhixst .Vineral, by M. Heron de Villefos 
vol. hi,, p. 50 seo., we find a good description of tbe Bleam-enghies u 
used in mining. The subject has been treated with sufficient fulness it 
England in tbe JSncj/cliyxnliti- Hritii ii-nii-a. Some of the data which \ 
have employed have been taken from the latter work. 
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While the expansion of the steam is limited by the dimen- 
sions of the vessels in which it dilates, the degree of conden- 
sation lit which it is possible to begin to use it is only limited 
by the resistance of the vessels in which it is generated — name- 
ly, of the boilers. In this respect we are far from having 
reached the possible limits. The character of the boilers in 
general use is altogether bad; although the tension of the steam 
is rarely carried in them beyond 4 to 6 atmospheres, they often 
burst and have caused serious accidents. It is no doubt quite 
possible to avoid such accidents and at the same time to make 
the tension of the steam greater than that commonly employed. 

Besides the high -pressure engines with two cylinders of 
which we have been speaking, there arc also high-pressure en- 
gines with one cylinder. Most of these have been constructed 
by two skilful English engineers, Messrs. Trcvithick and Viv- 
ian. They use the steam under a very high pressure, some- 
times 8 or 10 atmospheres, hut they have no condenser. The 
steam, after its entrance into the cylinder, undergoes a certain 
expansion, hut its pressure is always greater than that of the 
atmosphere. When it has done its work, it is ejected into the 
atmosphere. It is evident that this mode of procedure is en- 
tirely equivalent, with respect to tho motive power produced, 
to condensing the steam at 100 degrees, and that wo lose a part 
of the useful effect, but engines thus worked can dispense with 
the condenser and air-pump. They are less expensive than the 
otiiers, and are not so complicated : thev take less room, and can 
be used where it is not possible to obtain a current of cold water 
sufficient to effect condensation. In such places thev possess 
an incalculable advantage, since no others can be used. They 
are used principally in England to draw wagons for the carriage 
of coal on railroads, either in the interior of mines or on the 
surface. 

Some remarks may still be made on the use of permanent 
gases and vapors other than water vapor in the development of 
the motive power of heat. 

Various attempts have been made to produce motive power 
by the action of heat on atmospheric air. This gas, in com- 
parison with water vapor, presents some advantages and some 
disadvantages, which we shall now examine. 

1. It has this notable advantage over water vapor, that 
since for the same volume it has a much smaller capacity for 
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heat it cools more for an equal expansion, as is proved by what 
we have previously said. We have seen the importance of effect- 
ing the greatest possible changes of temperature by changes of 
volume alone. 

3. Water vapor can be formed only by the aid of a boiler, 
while atmospheric air can be heated directly by combusth 
within itself. Thus a considerable loss is avoided, not only in 
the quantity of heat, but also in its thermometric degree. This 
advantage belongs exclusively to atmospheric air; the other 
gases do not possess it; they would be even more difficult to 
heat than water vapor. 

3. In order to produce a great expansion of the air, and to 
cause thereby a great change of temperature, it would be neces- 
sary to subject it in the first place to rather a high pressure, to 
compress it by an air-pump or by some other means before heat- 
ing it. This operation would require a special apparatus which 
does not form a part of the steam-engine. In it the water is 
in a liquid state when it enters the boiler, and requires only a 
small force-pump to introduce it. 

4. The cooling of the vapor by the contact of the refrigerat- 
ing body is more rapid and easy than the cooling of air could 
be. It is true that we have the resource of ejecting it into the 
atmosphere. This procedure would have the further advan- 
tage that we could then dispense with a refrigerator, which is 
not always at our disposal, but in that case the air must not 
expand so far that its pressure is lower than that of the atmos- 
phere. 

5. One of the most serious drawbacks to the employment of 
steam is that it cannot be used at high temperatures except 
with vessels of extraordinary strength. This is not true of air, 
for which there is no necessary relation between its tempera- 
ture and elastic force. The air, then, seems better fitted than 
steam to realize the motive power of the descent -of caloric at 
high temperatures ; perhaps at low temperatures water vapor 
would be preferable. We can even conceive of the possibility 
of making the same heat act successively in air and in water 
vapor. All that would be necessary would be to keep the tem- 
perature of the air sufficiently high, after it had been used, and 
instead of ejecting it immediately into the atmosphere, to sur- 
round a steam-boiler with it, as if it came d: 
fire-box. 
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The use of atmospheric air for the development of the mo- 
tive powerof heat presents very: threat practical difficulties which, 
however, may not he insurmountable. These difficulties once 
overcome, it will doubtless be far superior to water vapor.* 

As for other permanent gases, they should be finally rejected ; 
they have all the inconveniences of atmospheric air without 
any of its advantages. 

The same may be said of other vapors in comparison with 
water vapor. 

* Among the attempts made to develop the motive powerof heat by the 
use of atmospheric air, we should notice particularly those of -MM. Niepce, 
which were made la Frauce several years ago hv means of an apparatus, 
called by the inventors yyreolophore. Tliis instrument, consists essentially 
of a cylinder, furnished with a piston, anil tilled with atmospheric air at 
ordinary density, Into I his is projected M)nM oonbiuUble substance in a 
liii: lily altcouittnl f"iiii, which remains in suspension for a moment in the 
itir and is then ignited. The combustion produces nearly the same effect 
as if the elastic fluid were a mixture of air and combust i hie pas— of air 
and cartiuretted hydrogen, for example— a sort of explosion occurs mid a 
sudden expansion of the elastic fluid, which is maile use of by causing it 
tn act altogether against the piston. This moves through a certain dis- 
tance, and the tnoiive power is thus realized. There is nothing to prevent 
a renewal of the air and a repetition of the first operation. This very in- 
genious engine, which is especially interesting on account of the novelty 
of its principle, fails in an essenlial particular. The substance used for the 
cnmbuslihle (lycopodium powder, that which is used to produce flames on 
the stage) is so expensive, that nil other advantages are outweighed, and 
unfortunately it is difficult to make use of a moderately cheap combustible, 
for it requires a substance thai is very finely pulverized, in which the igoi- 
lion is prompt, is propagated rapidly, and which leaves little or no residue. 

Instead of following MM. Niepce's operations it would seem to us better 
lo compress the air by air-pumps and to conduct it through a perfectly 
sealed fire-box into which the combustible is introduced in small quan- 
tities by some mechanism which is easy to conceive of; lo allow it to de- 
velop its action in a cylinder with a piston or in any other envelope capable 
of enlargement ; lo eject it Anally into the atmosphere, or even to pass it 
under a steam-boiler in order to utilize its remaining heat. 

The chief difficulties which we should have to meet in this mode of 
operation would be the enclosure of the fire-box in n sufficiently solid en- 
velope, the suitable control of the combust inn. the maintenance of a moder- 
ate temperatttre ia the several parts of the engine, and the prevention of a 
rapid deterioration of the cylinder and piston. We do not consider these 
difficulties insurmountable. 

It is said that successful attempts have been made In England to develop 
motive power by the action of heat, on atmospheric air. We do not know 
what these are, if, indeed, tbey have really been made. 
57 
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It would no doubt be preferable if there were an abundant 
supply of a liquid which evaporated at a higher temperature 
than water, the specific heat of whoso vapor was less for equal 
volume, and whielt did not injure the metals used in the con- 
struction of an engine ; but no such body exists in nature. 

The use of alcohol vapor has been suggested, and engines 
have even been constructed in order to make it possible, in 
which the mixture of the vapor with the water of condensation 
is avoided by applying the cold body externally instead of in- 
troducing it into the engine. 

It was though! that alcohol vapor posseted a notable advan- 
tage on account of its having a greater tension than that of 
water vapor at the same temperature. We see in this only an- 
other difficulty to be overcome. The principal defect of water 
vapor is its excessive tension at a high temperature, and this 
defect is still more marked iu alcohol vapor. As for the ad- 
vantage which it was believed to have with respect to a larger 
production of motive power, we know from the principles stated 
above that they are imaginary. 

Thus it is with the use of water vapor and atmospheric air 
that the future attempts to improve the steam-engine should 
be made. All efforts should be directed to utilize by means of 
these agents the largest possible descents of caloric. 

We shall conclude by showing bow far we are from the reali- 
zation, by means already known, of all the motive power of the 
combustibles. 

A kilogram of coal burned in the calorimeter furnishes a 
quantity of beat capable of raising the temperature of about 
7000 kilograms of water 1 degree — that is, from the definition 
given (page 43) it furnishes 7000 units of heat. The largest 
descent of caloric which can be realized is measured by the dif- 
ference of the temperature produced by combustion and that 
of the refrigerating body. It is difficult to see any limit to the 
temperature of combustion other than that at which the com- 
bination of the combustible with oxygen is effected. Let us 
assume, however, that this limit is 1000 degrees, which is cer- 
tainly within the bounds of truth. We shall assume the tem- 
perature of the refrigerator to be degrees. 

We have calculated approximately {page 45) the quantity of 
motive power developed by 1000 units of heat in passing from 
the temperature 100 to the temperature 99, and have found 
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it to bo 1.112 units, each equal to 1 meter of water raised 1 
meter. 

If the motive power were proportional to the descent of caloric, 
if it were the same for each thennometric degree, nothing would 
he easier than to estimate it from 1000 to degrees. Its value 
would be 

1.113 x 1000 = 1112. 

But as this law is only approximate, and perhaps at high 
temperatures departs a good deal from the truth, we eau only 
make a very rough estimate. Let us suppose the number 1113 
to be reduced one-half — that is, to 560. 

Since one kilogram of coal produces 1000 units of heat, and 
since the number 560 is referred to 1000 nnits, we must multi- 
ply it by 7, which gives us 

1 x 560 = 3920, 
which is the motive power of one kilogram of coal. 

Iu order to compare this theoretical result with the results 
of experiment, we shall inquire how much motive power is actu- 
ally developed by one kilogram of coal in the best heat-engines 
known. 

The engines which have thus far offered the most, advanta- 
geous results are the large engines with two cylinders used iu 
the pumping out of the tin and copper mines of Cornwall. The 
best results which they have furnished are as follows: Sixty- 
five million pounds of water have been raised one English foot 
by the burning of one bushel of coal (the weight of a bushel is 
88 lbs.)- This result ia equivalent to raising 195 cubic meters 
of water one meter by the use of one kilogram of coal, which, 
consequently produces 195 units of motive power.* 

* The result given here was furnished by an engine whose large cylinl 
der was 35 inches in diameter, with a 7-fooi stroke ; it is used to pump 
out one. of the mines of Cornwall, called ■' Wheal Abraham." This result 
should in a way be considered sis an exception, for it only was accomplished 
for a short time during one month. A product of HO million lbs. raised 
one English, font by a bushel of coal weighing 88 lbs. is generally consid- 
ered to be an excellent result for a steam-engine. It is sometimes reached 
by the engines made on Watt's sysiem, but has rarely been exceeded. 
This result expressed in French units is equal to 104001) kilograms raised 
one meter by the burning of one kilogram of coal. 

By what we ordinarily understand as one horsepower in the calculation 
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IJIo units are only one-twentieth of 3930, the theoretical max- 
imum ; consequently only ^ of the motive-power of the combus- 
tible lias been utilized. 

We have, moreover, chosen our example from among the 
best steam-engines known. Moat of the others have been very 
inferior. For example, Chaillot's engine raises 30 cubic meters 
of water 33 meters in consuming 30 kilograms of coal, which is 
equivalent to 23 units of motive power to 1 kilogram, a result 
nine times less than that cited above, and one hundred and 
eighty times less than the theoretical maximum. 

AVe should not expect ever to employ in practice all the mo- 
tive power of the combustibles used. The efforts which one 
would make to attain this result would be even more harmful 
than useful if they led to the neglect of other important con- 
siderations. The economy of fuel is only one of the conditions 
which should be fulfilled by steam-engines ; in many eases it is 
only a secondary consideration. It must often yield the prece- 
dence to safety, to the solidity and durability of the engine, to 
the space which it must occupy, to the cost of its construction, 
etc. To be able to appreciate justly in each case the consider- 
ations of convenience and economy which present themselves, 
to be able to recognize the most important of those which are 
only subordinate, to adjust them all suitably, and finally to 
reach the best result by the easiest method — such should be the 
power of the man who i« called on to direct and co-ordinate the 
labors of his fellow-men, and to make them concur in attainin: 
a useful purpose. 



i» g 



Biographical Sketch 
Wic-olas-Leonard-Sadi Cabnot was born in Paris on Jnne 
1, 1790 ; the son of the illustrious engineer, soldier, and states- 
man who played so prominent a part in the history of France 
during the devolution. lie was educated at the Ecole Poly- 

of the efficiency of steam-engines, a 10 horse-power engine should raise 
10 x 75, or 750 kilograms 1 meter id a second, or 750 x 3600 = 2700000 
kilograms 1 meter In an hour. 

If we BuniHwr.- each kilogram of coal to raise 104000 kilograniB, it is 
necessary to divide 2700000 by 104000 to find the coal burned in onu hour 
by the 10 horsepower engine, which gives us *■$*? = 2(i kilograms. But 
it is very rare tlitit a 10 horse-power ciigiiie consumes less than "20 kilograms 
of coal an tiour. 
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technique, and served for several years as an officer of engineers 
and on. the general staff. His inclinations towards the study of 
science were so strong that they controlled the whole course of 
his life. While still engaged in his profession he devoted such 
time as he could spare to scientific investigations, and he at 
last resigned from the army in order to obtain more leisure for 
studious pursuits. He died of the cholera on August 24, 1832. 
The memoir on the " Motive Power of Heat" is the only one 
which he published. It shows that he possessed a mind able 
to penetrate to the heart of a question, and to invent general 
methods of reasoning. The extracts from his note-book, pub- 
lished by his brother, indicate that he was also fertile in devis- 
ing experiments. It is interesting to note that the doubt of 
the validity of the substantial theory of heat, expressed by him 
in his memoir, developed later into complete disbelief, and that 
he not only adopted the mechanical theory of heat, but planned 
experiments to test it similar to those of Joule, and calculated 
that the mechanical equivalent of heat is equal to 370 kilogram- 
meters. 
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ON THE MOTIVE POWER OF HEAT, AND 

ON THE LAWS WHICH CAN BE 

DEDUCED FROM IT FOR THE 

THEORY OF HEAT 

BY 

R. CLAUSIUS 

Since heat was first used as a motive power in the steam- 
engine, thereby suggesting from practice that a certain quantity 
of work may be treated us equivalent to the heat needed to pro- 
duce it, it was natural to assume also in theory a definite rela- 
tion between a quantity of heat and the work which in any 
possible way can be produced by it, and to use this relation in 
drawing conclusions about the nature and the laws of heat it- 
self. In fact, several fruitful investigations of this sort have 
already been made ; yet I think that the subject is not yet ex- 
hausted, but on the other hand deserves the earnest, attention 
of physicists, partly because serious objections can be raised to 
the conclusions that have already been readied, partly because 
other conclusions, which may readily be drawn and which will 
essentially contribute to the establishment and completion of 
the theory of heat, still remain entirely unnoticed or have not 
yet been suited with sufficient definiteness. 

The most important of the researches here referred to was 
that of S. Caruot,* and the ideas of this author were after- 
wards given analytical form in a very skilful way by Clapey- 
ron.f Carnot showed that whenever work is done by heat and 

* Rtjhsxionx mtr In /ni'wiiM' iiftn'o. tin ft n, •! .*«;■ !rn imfhiiii-x pi;,/,/-/ .• .j 
deivtdpper cetle puitMTut, par 8. Comet, Pari*. 1834. I have lira been 
alile lo obtain a copy of Ibis book, and am acquainted with it only through 
llic work of ClnpcyroD nod Thomson, from ihe lalter of whom tire quoted 
the extracts afterwards given. 

t Jwtrn. ieV&eoie Poly technique, vol. xix. (1S34], and Pogg. .Ian., vol. lis. 
e 05 
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no permanent change occurs in the condition of the working 
body, a certain quantity of heat passes from a hotter to a colder 
body. In the steam -engine, for example, by means of the 
steam which is developed in the boiler and precipitated in the 
condenser, heat is transferred from the grate to the condenser. 
This transfer he considered as the heat change, corresponding 
to the work done. lie says expressly that no heat is lost in the 
process, but that the quantity if heat remains unchanged, and 
adds : " This fact is not doubted ; it was assumed at first with- 
out investigation, and then established in many cases by calori- 
inetric measurements. To deny it would overthrow the whole 
theory of heat, of which it is the foundation." I am not aware, 
however, that it has been sufficiently proved by experiment 
that no loss of heat occurs when work is done ; it may, perhaps, 
on the contrary, be asserted with more correctness that even it 
such a loss has not been proved directly, it has yet been shown 
by other facts to be not only admissible, but even highly prob- 
able. If it be assumed that heat, like a substance, cannot 
diminish in quantity, it must also be assumed that it cannot 
increase. It is, however, almost impossible to explain the heat 
produced by friction except as an increase in the quantity of 
liaat. The careful investigations of Joule, in which heat is 
produced in several different ways by the application of me- 
chanical work, have almost certainly proved not only the pos- 
sibility of increasing the quantity of heat in any circumstances 
but also the law that the quantity of heat developed is propor- 
tional to the work expended in the operation. To this it must 
be added that other facts have lately become known which 
support the view, that heat is not a substance, but consists in a 
motion of the least parts of bodies. If this view is correct, it 
is admissible to apply to heat the general mechanical principle 
that a motion may be transformed into work, and in such a 
manner that the loss of vis rim is proportional to the work ac- 
complished. 

These facts, with which Carnot also was well acquainted, and 
the importance of which he has expressly recognized, almost 
compel us to accept the equivalence between heat and work, on 
the modified hypothesis that the accomplishment of work re- 
quires not merely a change in the distribution of heat, but also 
an actual consumption of heat, and that, conversely, heat c 
be developed again by the expenditure of work. 
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In a memoir recently published by Iloltzmann,* it seems at 
first as if the author intended to consider the matter from this 
latter point of view. He says (p. 1) : " The action of the heat 
supplied to the gas is either an elevation of temperature, in 
conjunction with an increase in its elasticity, or mechanical 
work, or a combination of both, and the mechanical work is 
the equivalent of the elevation of temperature. The heat can 
only be measured by its effects; of the two effects mentioned 
the mechanical work is the best adapted for this purpose, and 
it will accordingly be so used in what follows. I call the unit 
of heat the heat which bv its entrance into a gas can do the me- 
chanical work rt — that is, to use definite units, which can lift a 
kilograms through 1 meter." Later (p. 12) he also calculates 
the numerical value of the constant a in the same way, as Mayer 
had already done,f and obtains a number which corresponds 
with the heat equivalent obtained by Joule in other entirely 
different ways. In the further extension of his theory, bow- 
ever, in particular in the development of the equations from 
which liis conclusions are drawn, he proceeds exactly as Clapey- 
ron did, so that in this part of his work he tacitly assumes that 
the quantity of beat is constant. 

The difference between the two methods of treatment has 
been much more clearly grasped by W. Thomson, who has ex- 
tended Carnot's discussion by the use of the recent observations 
of Regnault on the tension and latent heat of water vapor. J He 
speaks of the obstacles which lie in the way of the unrestricted 
assumption of Carnot's theory, calling special attention to the 
researches of Joule, and also raises a fundamental objection 
which may be made against it. Though it may be true in any 
case of the production of work, when the working body has re- 
turned to the same condition as at first, that heat passes from a 
warmer to a colder body, yet on the other hand it is not gener- 
ally true that whenever heat is transferred work is done. Heat 
can be transferred by simple conduction, and in all such cases, 
if the mere transfer of beat were the true equivalent of work, 
there would be a loss of working power in Nature, which is 
hardly conceivable. Nevertheless, he concludes that in the 

* Defer die Wilrnu: und Eltftieim del- Gate und DQmpfe, von C. Holtz- 
muTiT), Mnnnbeim, 1845 ; also Pugg. Ann,., vol. 72a. 

f .inn, der Chem, und Pharm. of WObler nnil Liebig, vol. xlii.. p. 380. 
I Ti-ttwteti-ii* oftht Rogal Society of Edinburgh, vol. xvi. 
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present state of the science the principle adopted by Carnot is 
itill to be taken as the most probable basis for an investigation 
of the motive power of heat, saying : " If we abandon this prin- 
ciple, we meet with innumerable! other difficulties — insuperable 
without further experimental investigation, and an entire re- 
construction of the theory of heat from its foundation."* 

I believe that we should not be daunted by these difficulties, 
but rather should familiarize ourselves as much as possible 
with the consequences of the idea that heat is a motion, since 
it is only in this way that we can obtain the means wherewith 
to confirm or to disprove it. Then, too, I do not think the 
difficulties are so serious as Thomson does, since even though 
we must make some onangea in the usual form of presentation, 
yet I can find no contradiction with any proved facts. It is 
not at all necessary to discard Carnot 's theory entirely, a 
step which we certainly would find, it hard to take, since it 
lias to some extent been conspicuously verified by experience. 
A careful examination shows that the new method does not 
stand in contradiction to the essential principle of Carnot, but 
only to the subsidiary statement that no heat is fast, since in 
the production of work it may very well be the case that at the 
same time a certain quantity of heat is consumed and another 
quantity transferred from a hotter to a colder body, and both 
quantities of heat stand in a definite relation to the work, that 
is done. This will appear more plainly in the sequel, and it 
will there be shown that the consequences drawn from the two 
assumptions are not only consistent with one another, but are 
even mutually confirmatory. 



We shall not consider here the kind of motion which can be 
conceived of as taking place within bodies, further than to as- 
sume in general that the particles of bodies are in motion, and 
that their heat is the measure of their vis viva, or rather still 
more generally, we shall only lay down a principle conditioned 
by that assumption as a fundamental principle, in the words; 
In all cases in which work is produced by the agency of heat, 
a quantity of heat is consumed which is proportional t 

" Malli. and P!ty». Papers, vol. i., p. 119, note. 
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work done ; and, conversely, by the expenditure of an equal 
quantity of work an equal quantity of heat is produced. 

Before we proceed to the mathematical treatment of this 
principle, some immediate consequences may be premised 
which affect our whole method of treatment, and which may 
be understood without the more definite demonstration which 
will be given them later by our calculations. 

It is common to speak of the to/ul //cat of bodies, especially 
of gases and vapors, by which term is understood the sum of 
the free and latent heat, and to assume that this is a quantity 
dependent only on the actual condition of the body considered, 
so that, if all its other physical properties, its temperature, its 
density, etc., are known, the total heat contained in it is com- 
pletely determined. This assumption, however, is no longer 
admissible if our principle is adopted. Suppose that we are 
given a body in a definite state— for example, a quantity of gas 
with the temperature t Q and the volume r — and that we subject 
it to various changes of temperature and volume, which are 
such, however, as to bring it- at last to its original state again. 
According to the common assumption, its total heat will again 
bo the same as at first, from which it follows that if during 
one part of its changes heat is communicated to it from with- 
out, the same quantity of heat must be given up by it in the 
other part of its changes. Now with every change of volume 
a certain amount of work must be done by the gas or upon it, 
since by its expansion it overcomes an external pressure, and 
since its compression can be brought about only by an exertion 
of external pressure. If, therefore, among the changes to which 
it has been subjected there are changes of volume, work must 
bo done upon it and by it. It is not necessary, however, that 
at the end of the operation, when it is again brought to its 
original state, the work done by it shall on the whole equal 
that done upon it. so that the two quantities of work shall 
coiiutvrliaiaiii'ii each other. There may be an excess of one or 
the other of these quantities of work, since the compression 
may take place at a higher or lower temperature than the ex- 
pansion, as will be more definitely shown later on. To this 
exoaai uf work done by the gas or upon it there must corre- 
spond, by our principle, a proportional excess of heat consumed 
or produced, and the gas cannot give up to the surrounding 
medium the same amount of heat as it receives. 
00 
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The same contradiction to tlie ordinary assumption about 
the total keat may be presented in another way. If the gas at 
t a and v is brought to the higher temperature t, and the larger 
volume v„ the quantity of heat which must be imparted to it 
is, on that assumption, independent of the way in which the 
change is brought about ; from our principle, however, it is dif- 
ferent, according as the gas is first heated while its volume, i' , 
is constant, and then allowed to expand at the constant tem- 
perature t t , or is first expanded at the constant temperature l D , 
and then heated, or as the expansion and heating are inter- 
changed in any other way or even occur together, since in all 
these cases the work done by the gas is different. 

In the same way, if a quantity of water at the temperature 
t v is changed into vapor at the temperature /, and of the 
volume Vj, it will make a difference in the amount of heat 
needed if the water as such is first heated to t x and then 
evaporated, or if it is evaporated at t and the vapor then 
brought to the required volume and temperature, i',and /,, or 
finally if the evaporation occurs at any intermediate tempera- 
ture. 

From these considerations and from the immediate applica- 
tion of the principle, it may easily be seen what conception 
must be formed of latent heat. Using again the example al- 
ready employed, we distinguish in the quantity of heat, which 
must be imparted to the water during its changes the frrn and 
the talent heat. Of these, however, we may consider only the 
former as really present in the vapor that has been formed. 
The latter is not merely, as its name implies, oonceal§d from 
our perception, hut it is nowhere present ; it is consumed during 
the changes in doing work. 

In the heat consumed we must still introduce a distinction — 
that is to say, the work done is of two kinds. First, there is a 
certain amount of work done in overcoming the mutual attrac- 
tions of the particles of the water, and in separating them to 
such'a distance from one another that they are iu the state of 
vapor. Secondly, the vapor during its evolution must push 
hack an external pressure in order to make room for itself. 
The former work we shall call the intermit, the latter the ex- 
ternal work, and shall partition the latent heat accordingly. 

It can make no difference with respect to the infernal work 
whether the evaporation goes on at t or at („ or at any inter- 
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mediate temperature, since we must consider the attractive 
force of tile particles, which is to ho overcome, its invariable.* 

The external work, on the other hand, is regulated bj the 
pressure as dependent on the temperature. Of course the 
same is trne in general a3 in this special example, and there- 
fore if it was said above that the quantity of heat which must 
be imparted to a body, to bring it from one condition to an- 
other, depended not merely on its initial and final conditions, 
but also on the way in which the change takes place, this 
statement refers only to that part of the latent heat which cor- 
responds to the external work. The other part of the latent 
heat, as also the fret heat, are independent of the way in which 
the changes take place. 

If now the vapor at t, and v, is again transformed into water, 
work will thereby be expended, since the particles again yield 
to their attractions and approach each other, and the external 
pressure again advances. Corresponding to this, heat must be 
produced, and the so-called liberated heat which appears during 
the operation does uot merely come out of concealment but is 
actually made new. The heat produced in this reversed opera- 
tion need not be equal to that used in the direct one, but that 
part which corresponds to the external work may be greater or 
less according to circumstance a. 

We shall now turn to the mathematical discussion of the sub- 
ject, in which we shall restrict ourselves to the consideration of 
the permanent gages and of vapors at their Maximum dmsitg, 
since these cases, in consequence of the extensive knowledge 
we have of them, are most easily submitted to calculation, and 
besides that are the most interesting. 

Lut there be given a certain quantity, say a unit of weight, 
of a permanent '</«.*. To determine its present condition, three 
magnitudes must be known: the pressure upon it, its volume, 

* It cannot Iiu raised. as an objection to (his statement, tlmt water at ', 
has less cohesion III an ut /,. itnd that therefore loss work would be needed 
10 overcome it. For a certain amount of work is used io diminishing the 

eohesion. which is done while the water as s tic li is heated, and this inn-t 
lie reckoned in with 1 hat lium: during tin.' L-v:i{ii>r:Mioit. It, follows nt once 
(lint only n part of the heat, which the water takes up from without while 
it is lieing heated, is to be considered as free heat, while the remainder is 
used iit diminishing the cohesion. This view is also consistent with the 
circumstance that water has so much greater a specific heat, than ice, and 
nrobably also than its vapor. 
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and its temperature. These magnitudes are in a mutual re- 
lationship, which is expressed by the combined laws of Mariotto 
and Gay-Lussac*, and may be represented by the eqtiath 

(I.) pv=R(a + t), 

where p, v, and t represent the pressure, volume, and tei 
peratnre of the gas in its present condition, a is a constant, 
the same for all gases, and R is also a constant, which in its 



mi- 
nt. 



complete form 



a+t a 



'. if p„, i' , and ; are the corresponding 



values of the three magnitudes a! ready mentioned for any other 
condition of the gas. This last constant is in so far different 
for the different gases that it is inversely proportional to their 
specific gravities. 

It is true that Ifegnault lias lately shown, by a very careful 
investigation, that this law 13 not strictly accurate, yet the de- 
partures from it are in the case of the permanent gases very 
small, and only become of cousequeuco in the case of those 
gases which can be condensed into liquids. From this it seems 
to follow that the law holds with greater accuracy the more 
removed the gas is from its condensation point with respect to 
pressure and temperature. We may therefore, while the ac- 
curacy of the law for the permanent gases in their ordinary 
condition is so great that it can be treated as complete iu most 
investigations, think of a limiting condition for each gas, in 
which the accuracy of the law is actually complete. Wo shall, 
in what follows, when we treat the permanent gases as such, 
assume this ideal condition. 

According to the concordant investigations of Regnault and 

Magnus, the value of - for atmospheric air is equal to O.0030G5, 

if the temperature is reckoned in centigrade degrees from the 
freezing-point. Since, however, as has been mentioned, the 
gases do not follow the M. and G. law exactly, the same value 

of - will not always be obtained, if the measurements are 

made in different circumstances. The number here given 
holds for the case when air is taken at 0° under the pressure of 
one atmosphere, aud heated to 100° at constant volume, and the 
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increase of its expansive force observed. If, on the other hand, 
the pressure is kept constant, and the increase of its volume 
observed, the somewhat greater number 0.003670 is obtained. 
Farther, the numbers increase if the experiment is tried 
under a pressure higher than the atmospheric pressure, while 
they diminish somewhat for lower pressures. It is not there- 
fore posdble to decide with certainty on the number which 
should bo adopted for the gas in the ideal condition in which 
naturally all differences must disappear; yet the number 
O.OOIib'tio will surely not be far from the truth, especially since 
this number very nearly obtains in the case of hydrogen, which 
probably approaches the most nearly of all the gases the ideal 
condition, and for which the changes are in the opposite sense 
to those of. the other gases. If we therefore adopt this value 

of — we obtain 

a «=373. 

In consequence of' equation (I.) we can treat any one of the 
three magnitudes p, v, and I — for example, p — as a function of 
the two others, v and t. These latter then are tire independent 
Variables !>y which the condition of the gas is fixed. We shall 
now seek to determine how the magnitudes which relate to the 
quantities of heat depend on these two variables. 

If any body changes its volume, mechanical work will in general 
be either produced or expended. It is, however, iu most cases 
impossible to determine this exactly, since besides the vxtermil 
work there isgeuerallyan unknown amount of internal work done. 
To avail! this difficulty, Carnot employed the ingenious method 
already referred to of allowing the body to undergo its various 
changes in succession, which arc so arranged that it returns at 
last exactly to its original condition. In this ease, if intmtal 
work is done in some of the changes, it is exactly omiiprn.-ali'd 
for in the others, and we may be sure that the external work. 
, which remains over after the changes are completed, is all the 
work that has been done. Clapeyron has represented this proc- 
ess graphically in a very clear way, and we shall follow his pres- 
entation now for the permanent gases, with a slight alteration 
rendered necessary by our principle. 

Id the figure, let the abscissa oe represent the volume and 
the ordinate ea the pressure on a unit weight of gas. in a con- 
dition in which ils temperature = /. We assume that the gas 




MEMOIRS ON 

is contained in an extensible envelope, which, however, cannot 
exchange heat with it. If, now, it is allowed to expand ii 
envelope, its temperature would fall if no heat were impartei 
to it. To avoid this, let it be put in contact, during its ( 
pansion, with a body, A, which is kept at the constant temper:; 
hire t, and which impart 
just so much heat to tin 
gas that its temperat ureal* 
remains equal to (. During 
this expansion at constant 
temperature, its pressure 
diminishes according to the 
M. law, and may be repre- 
sented by the ordinate of 
curve, ab, which is & po: 
tion of an equilateral 
perbola. When the volui 
of the gas has increased in this way from oe to of, the body 
is removed, and the expansion ia allowed to continue wit! 
out the introduction of more heat. The temperature will 
then fall, and the pressure diminish more rapidly than before. 
The law which is followed in this part of the process may be 
represented by the curve be. When the volume of the gas has 
increased in this way'from of to off, and its temperature has 
fallen from / to r, we begin to compress it, in order to restore 
it again to its original volume oe. If it were left to itself its 
temperature would again rise. This, however, wo do not 
mlt, but bring it in contact with a body, B, at the constant tei 
perature r, to which it at onee gives up the heat that is pi 
duced, so that it keeps the temperature r ; and while it 
contact with this body we compress it so far {by the amount g) 
that the remaining compression lie is exactly sufficient to rait 
its temperature from r to t, if during this last compression 
gives np no heat. During the former compression the pressu 
increases according to the M. law, and is represented by 
portion cdal an equilateral hyperbola. During the latter, 
the other hand, the increase is more rapid and is represented 
by the curve da. This curve must end exactly at a, for sini 
at the end of the operation the volume and temperature 
again their original values, the same must 1 
pressure also, which is a function of them boi 



the 
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I 
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therefore in the same condition again as it was at the begiu- 

Now, to determine the work prod need by these changes, for 
the reasons already given, we need to direct our attention only 
to the external work. During the expansion the gas does work, 
which is determined by the integral of the product of the dif- 
ferential of the volume into the corresponding pressure, and 
is therefore represented geometrically by the quadrilaterals 
eabf and fbeg. During the compression, on the other hand, 
work is expended, which is represented similarly by the quad- 
rilaterals </(vM and kdne. The excess of the former quantity of 
work over the latter is to he looked on as the whole work pro- 
duced during the changes, and this is represented by the quad- 
rilateral abed. 

If the process above described is carried out in the reverse 
order, the same magnitude, abed, is obtained as the excess of 
the work expended over the work done. 

In order to make an analytical application of the method 
just described, we will assume that all the changes which the 
gas undergoes are infinitely small. We may then treat the 
curves obtained as straight lines, as they are represented i 



We may also, iu determining the area 



r^ 



accompanying figur 
of the quadrilateral 
abed, consider it a par- 
allelogram, since the 
error arising there- 
from can only he a 
quantity of the third 
order, while the area 
itself is a quantity of 
the second order. On 
this assumption, as 
may easily be seen, 
the area may be repre- 
sented by the product 

'/'./-/'. if It is the point in which the ordinate bf cuts the lower 
aide of the quadrilateral. The magnitude bk is the increase 
of the pressure, while the gas at the constant volume of has 
its temperature raised from r to / — that is, by the differential 
t—r=dt. This magnitude may bo at once expressed by the 
aid of equation (I.) iu terms of r and /, and is 
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dp: 

If, further, we denote the increase of vol time ef by dv, we ob- 
tain the area of the quadrilateral, and so, also, 

(1) The work done = . 

v ' v 

We must now determine the heat consumed in these changes. 
The quantity of heat which must be communicated to a gas, 
while it is brought from any former condition in a definite way 
to that condition in which its volume = v and its temperature 
— t, may be called Q, and the changes of volume in the above 
process, which must here be considered separately, may be rep- 
resented as follows : ef by dv, hg by d'v, eh by Sv, and fg by Vv, 
During an expansion from the volume oe — v to the volume 
of=v + dv at the constant temperature t, the gas must receive 
the quantity of heat 

(2h 

and correspondingly, during an expansion from oh = v + ir to 
oif = v + dt> + d'v at the temperature I — dt, the quantity of 
hoat, 

\(dQ d fdQ\. d(dQ\ ] 

In the case before us this latter quantity must be taken 
negative in the calculation, because the real process was a com- 
pression instead of the expansion assumed. During the expan- 
sion from of to oif and the compression from oh to oe, the 
has neither gained nor lost heat, and hence the quantity 
heat which the gas has received in excess of that which it has 
given up — that is, the hcnl consumed 



d'o. 



The magnitudes Bo and d'v must be eliminated from this ex- 
pression. For this purpose we have first, immediately from tin 
inspection of the figure, the following equation : 
di<+i'v = tr + d'r. 

From the condition that during the compression from oh to 
no, and therefore also conversely during an expansion from oe 
to oh occurring under the same conditions, and similarly dm 
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ing the expansion from of to og, both of which occasion a fall 
of temperature by the amount dt, the gas neither receives nor 



gives up heat, we obtain the ajja&tioni 

[$)*4#)*M(S) + * 

Eliminating from those three equations and equation (2) the 
three magnitudes d'v, ov, aud h'v, and also neglecting in the 
development those terms which, in respect of the differentials, 
are of a higher order than the second, we obtain 



''!)'<>]'"=«■ 



(3) 



Thr-hrat ninsvitf.il - 



r *' t'iQ\ 



dv \ >!i I 



doit. 



ldt\dv) 

If we now return to our principle, that to produce a certain 
amount of work the expenditure of a proportional quantity of 
heat is necessary, we can establish the formula 

, . Tin: heat consumed _ j 

The ii-nrk done 
where A is a constant, which denotes the hmt equivalent for 
the unit of work. The expressions (1) and (3) substituted in 
this equation give 

r <i (<'Q\ i /dQ\\ 



l<lt \drj do \dt , 
n.dvdl 



>lcdt 



(II.) 



ill 



Wt\_d (dQ\ AS 

C3v) <lr \dt) V 



We may consider this equation as the analytical expression 
of our fundamental principle applied to the case of permanent 
gases. It shows that Q cannot bo a function of v and t, if 
these variables are independent of each other. For if it were, 
then by the well-known law of the differentia! calculus, that if 
a function of two variables is differentiated with respect to both 
of them, the order of differentiation is indifferent, the right- 
hand side of the equation should be equal to zero. 

The equation may also he brought into the form of a compttti 
differential equation, 
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in which U is an arbitrary function of v and t. This differei 
tial equation is nil tu rally not integrable, but becomes so only 
if a second relation is given between the variables, by which t 
in ay be treated as a function of v. The reason for this is 
found in the last term, and this corresponds exactly to the 
external work done during the change, since the differential of 
this work is pek; from which we obtain 

if we eliminate;; by means of (L). 

We have thus obtained from equation (II. o) what was in- 
troduced before as an immediate consequence of our principle, 
that the total amount of heat received by the gas during i 
change of volume and temperature can be separated into two 
parts, one of which, U, which comprises the free heat that hai 
entered and the heat consumed in doing internal work, if any 
such work has been done, has the properties which are com- 
monly assigned to the total heat, of being a function of v and (, 
and oE being therefore fully determined by the initial and final 
conditions of the gas, between which the transformation has 
taken place ; while the other part, which comprises the heat 
eOMWned in doing ertcmal work, is dependent not only on the 
terminal conditions, but on the whole course of the changes 
between these conditions. 

Before we undertake to prepare this equation for further 
conclusions, we shall develop the analytical expression of o 
fundamental principle for the case of vapors at their maximi 
density. 

In this case we have no right to apply the M. and G. law, a 
bo must restrict ourselves to the principle alone. In order t 
obtain an equation from it, we again use the method given by 
Carnot and graphically presented by Clapeyron, with a slight 
modification. Consider a liquid contained in a vessel impen- 
etrable by heat, of which, however, only a part is filled by 
the liquid, while the rest is left free for the vapor, which is a 
the maximum density corresponding to its temperature, i, The 
total volume of both liquid and vapor is represented in the ac- 
companying figure by the abscissa oe, and the pressure of the 
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vapor by the ordinate ea. Let the vessel now yield to the 
pressure and enlarge in volume while the liquid and vapor are 
in contact with a body, A, 
at the constant temperature 
/. As the volume increases, 
more liquid evaporates, but 
the heat which thus becomes 
latent is supplied from the 
body A, so that the temper- 
ature, and so also the press- 
ure, of the vapor remain 
unchanged. If in this way 
the total volume is increased 
from ne to of, an amount of 
external work is done which 

is represented by the reetangle etibf. Now remove the body 
A and let the vessel increase in volume still further, while heat 
can neither enter nor leave it. In this process the vapor already 
present will expand, and also new vapor will be produced, and 
in consequence the temperature will fall ant! the pressure dimin- 
ish. Let this process go on until the temperature has changed 
from I to r, and the volume has become og. If the fall of press- 
ure during this expansion is represented by the curve he, the 
external work doue in the process —fbeg. 

Now diminish the volume of the vessel, in order to bring the 
liquid with its vapor back to its original total volume, oe; and 
let this compression take place, iu part, in contact with the body 
B at the temperature r, into which body all the heat set free 
by the condensation of the vapor will pass, so that the temper- 
ature remains constant and = r, in part without this body, so 
that the temperature rises. Let the operation be so managed 
that the first part of the compression is carried out only so far 
(to oli) that the volume he still remaining is exactly such that 
eompreasioQ through it will raise the temperature from r to / 
again. During the former diminution of volume the pressure 
remains invariable, = gc, and the external work employed is 
equal to the rectangle gcdh. During the latter diminution of 
volume the pressure increases and is represented by the curve 
tin, which must end exactly at the point a, since the original 
pressure, ea, must correspond to the original temperature, /. 
The work employed in this last operation is = htlae. At the 
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end of the operation the liquid and vapor are again in the same 
condition as at the beginning, bo that the excess of the external 
work done over that employed is also the total work done. It 
is represented by the quadrilateral abed, and its area must alst 
beset equal to the heal consumed during the same time. 

For our purposes we again assume that the changes just de- 
scribed are infinitely small, and on this assumption represent 
the whole procesa by the accompanying figure, in which the 
curves ad and be which occur in 
Fig. 3 have become straight lines. 
So far as the area of the quadrilat- 
eral abed is concerned, it may again 
be considered a parallelogram, and 
may he represented by the product 
ef.bk. If, now, the pressure of tho 
vapor at the temperature t and at 
its maximum tension is represented 
by p, and if the temperature differ- 
ence t — r is represented by dt, we 

Jp,i 









\ 


\ ' 


s. 




'< /' 


a 



have 



64 =5 it. 

at 



The line ef represents the increase of volume, which occurs i 
consequence of the passage of a certain quantity of liquid, 
which may be called dm, over into vapor. Representing now 
the volume of a unit weight of the vapor at its maximum den- 
sity at the temperature t by s, and the volume of the same 
quantity of liquid at the temperature t by a, we have evidently 

e f={ S ~v)dm, 
and consequently the area of the quadrilateral, 

.A;, 



(5) 



The work done — (s — e) -^dmdt. 



In order to represent the quantities of heat concerned, we 
will introduce tho following symbols. The quantity of I 
which becomes latent when a unit weight of the liquid evs 
rates at the temperature t and under the corresponding press 
ure, is called r, and the specific heat of the liquid is called c 

Both of these quantities, as well as a 

considered functions of t. Finally, let us denote by hdt 1 



quantity of heat which must t 



aiparted to a unit weight ( 
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the vapor if its temperature is raised from t to t -f dt, while it is 
so compressed that it is again at the maximum density for this 
temperature without the precipitation of any part of it. The 
quantity h is likewise a function of /. It will, for the pres- 
ent, be left undetermined whether it lias a positive or negative 
value. 

If we now denote by p the mass of liquid originally present 
in the vessel, and by tu the mass of vapor, and farther by dm 
the mass which evaporates during the expansion from oe to of, 
and by d'm the mass winch condenses during the compression 
from eg to oh, the heat which becomes latent in the first opera- 
tion and is taken from the body A is 

rdm, 
and that which is set free in the second operation and is given 
to the body B is ,. 

In the other expansion and in the other compression heat is 
neither gained nor lost, so that, at the end of the process, 

(6) The heat consumcd=rdm—(r—7Td/)d'?n. 

In this expression the differential d'm must be replaced by dm 
and dt. For this purpose we make use of the conditions under 
which the second expansion and the second compression oc- 
curred. The mass of vapor, which condenses during the com- 
pression from oh to of, and which would be evolved by the cor- 
responding expansion from oe to ok, may be represented by cm, 
and that which is evolved by the expansion from of to off by 
I'm. We then have at once, since at the end of the process the 
same mass of liquid ji and the same mass of vapor m must be 
present as at the beginning, the equation 
dm+Z'm^d-m+lm. 
Further, we obtain for the expansion from oe to oh, since in 
it the temperature of the mass of liquid ,r and the mass of va- 
por m must be lowered by dt without the emission of heat, the 
eqwtian rcm-^.cdt-m.hlt^; 

and similarly lor tha expansion from n/to eg, by substituting 
/.—dm and m+ dm for /i and m, and im for an, 
rl'm-( lt -dm)rdl -{m +dm)hdt-U. 
p 81 
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If from these three equations and (6) we eliminate the magni- 
tudes d'm, Im, and I'm, and reject terms of higher order than 

the second, we have 

(civ \ 

-r+c—hjdmdt. 

The formulas (7) and (5) must now be connected in the same 
way as that used in the case of the permanent gases, that is, 

(-fr+c— h jdmdt 

(s—(T)-~dmdt 

and we obtain as the analytical expression of the fundamental 
principle in the case of vapors at their maximum density the 
equation 

(in.) | +c _/ i =^ (5 _.)|. 

If, instead of using our principle, we adopt the assumption 
that the quantity of heat is constant, we must replace (III.), as 
appears from (7), by 

(8) £+«_*=<>. 

This equation has been used, if not exactly in the same form, 
at least in its general sense, to obtain a value for the magni- 
tude h. So long as Watt's law is considered true for water, 
that the sum of the free and latent heats of a quantity of vapor 
at its maximum density is equal for all temperatures, and that 
therefore j„ 

it must be concluded that for this liquid A=0. This conclu- 
sion has, in fact, often been stated as correct, in that it has 
been said that if a quantity of vapor is at its maximum density, 
and then compressed or expanded in a vessel impermeable by 
heat, it remains at its maximum density. But since Regnault* 
has corrected Watt's law by substituting for it the approximate 

relation a r 

-^+£=0.305, 

the equation (8) gives for h the value 0.305. It would there- 
fore follow that the quantity of vapor formerly considered in 

* Mim. de VAcad., t. xxi., the 9th and 10th Memoires. 
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tliu Vessel impermeable by heat would be partly condensed by 
compression, and on expansion would not remain at the maxi- 
mum density, since its temperature would not fall in a way'to 
correspond to the diminution of pressure. 

It is entirely different if we replace equation (8) by (III.). 
The expression on the right-hand side is, from its nature, always 
positive, and it therefore follows tliat h must be less than 0.305. 
It will subsequently appear that the value of this expression is 
so great that h is negative. We must therefore conclude that 
the quantity of vapor before mentioned is partly condensed, 
not by compression, but by expansion, and that by compression 
its temperature rises at a greater rate than the density increases, 
so that it does not remain at its maximum density. 

It must be admitted that this result is exactly opposed to 
the common view already referred to ; yet I do not believe that 
it is contradicted by any experimental fact. Indeed, it is more 
consistent than the former view with the behavior of steam 
as observed by Pambour. Pambour* found that the steam 
which issues from a locomotive after it has done its work 
always has the temperature at which the tension, observed 
at the same time, is a maximum. From this it follows 
either that A=0, as it was once thought to be, because this 
assumption agreed with Watt's law, accepted as probably true, 
or that A is negative. For if ft were positive, the temperature 
of the vapor, when released, would be too high in comparison 
with its tension, and that could not have escaped Pambour's 
notice. If, on the other band, k is negative, according to our 
former statement, there can never arise from this cause too 
low a temperature, hut a part of the steam must become liquid, 
bo as to maintain the rest at the proper temperature. This 
part need not he great, since a small quantity of vapor sets free 
on condensation a relatively large quantity of beat, and the 
water formed will probably he carried on mechanically by the 
rest of the steam, and will in such researches pass unnoticed, 
tin- mure likely as it might, he thought, if it were to he observed, 
that it was water from the boiler carried out mechanically. 

The results thus far obtained have been deduced from the 
fundamental principle without any further hypothesis. The 
equation (II. a) obtained for permanent gases may, however, be 
.'iMiii/iiiitmi Vtqiiui-, 
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made much moro fruitful by the help of an obvious subsidiary 
hypothesis. The gases show in their various relations, es- 
pecially in the relation expressed by the M. and G. law be- 
tween volume, pressure, and temperature, so great a regularity 
of behavior that we are naturally led to take the view that the 
mutual attraction of the particles, which acts within solid and 
liquid bodies, no longer acts in gases, so that while in the case 
of other bodies the heat which produces expansion must over- 
come not only the external pressure but the internal attraction 
as well, in the case of gases it has to do only with the external 
pressure. If this is the case, then during the expansion of a 
gas only so much heat becomes Intent as is used in doing ex- 
ternal work. There is, further, no reason to think that a gas, 
if it expands at constant tempi. 1 rat urc, contains more free heat 
than before. If this be admitted, we have the law: a per- 
manent gas, when expanded at constant temperature, takes up 
only xo much heat as is consumed in doing e.e/rmtd work during 
the expansion. This law is probably true for any gas with the 
same degree of exactness as that attained by the M. and G. law 
applied to it. 

From this it follows at once that 






at^ 



since, as already noticed, II do represents the external work 

done during the expansion dv. It follows that the function U 
which occurs in (II. a) does not contain V, and the equation 
therefore takes the form 

(II.fi) dQ=cdt +AR —d% 

where c can be a function of t only. It is even probable that 
this magnitude c, which represents the specific heat of the gas 
at constant volume, is a constant. 

Now in order to apply this equation to special cases, we must 
introduce the relation between the variables Q, t, and v, which 
is obtained from the conditions of each separate case, into the 
equation, and so make it integrable. We shall here consider 
only a few simple examples of this sort, which are either in- 
teresting in themselves or become so by comparison with otbei 
theorems already announced. 
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We may first obtain the specific heats of the gas at constant 
volume and. at constant pressure if in (II. b) we set »= const,, 
and p= const. In the former case, dv= 0, and (II. b) becomes 

In the latter case, we obtain from the condition j>=coti8t., by 

the help of equation (I.), 

, Rdt 
dv= , 



dv 



at 



v a+r 
and this, substituted in (II. A), gives 

if we denote by c' the specific heat at constant p 

It appears, therefore, that the difference of the two specific 
heats of any gas is a constant magnitude, AR. This magni- 
tude also involves a simple relation among the different gases. 



, m 



nd /, 



are any three corresponding values of p, v, and t for a nnit 
of weight of the gas considered, and it therefore follows, as 
has already been mentioned in connection with the adoption 
of equation (I.), that It is inversely proportional to the specific 
gravity of the gas, and hence also that the same statement must 
hold for the difference c'—c=AR, since A is the same for all 
gases. 

If we reckon the specific heat of the gas, not with respect to 
the unit of weight, but, as is more convenient, with respect to 
the unit of volume, we need only divide c and c' by i' , if the 
volumes are taken at the temperature t a and pressure />„. Des- 
ignating these quotients by y and y, we obtain 

/,,\ l A.R . p a 

< U > T— T = — =A~f. 

In this last quantity nothing appears which is dependent on 
the particular nature of the gas, and the difference of the specific 
heats referred to the unit of volume is therefore the same for nil 
gases. 

This law was deduced by Clapeyron from Carnot'a theory, 
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though tho constancy of the difference c'~ c, which we hav 

deduced uefore,. is not found in his wort, where the expressio 

given for it still has the form of a function of the temperatim 

If we divide equation (11) on both sides by y, we have 



a + t„ 



(12) fc-l = 

in which ft, for the sake of brevity, is used for the quotient 
or, what amounts to the same thing, for the quotient—. Thi 

quantity has acquired special importance in science from th 
theoretical discussion by Laplace of the propagation of so tin 
in air. The excess of this quotient over unity is therefore, for ti 
different gases, inversely proportional to the specific heats of ti 
same at conduit I volume, if these urr referral to the unit of volitm 
This law has, in fact, been found by Dulong from experiment 
to be so nearly accurate that he has assumed it, in view of i 
theoretical probability, to be strictly accurate, and has then 
fore employed it, conversely, to calculate the specific heats ( 
the different gases from the values of k determined by obsei 
vatioo. It must, however, be remarked that the law is on] 
theoretically justified when the M. and 0. law holds, which 
not the case with sufficient exactness for all the gases employe 
by Dulong. 

If it is now assumed that the specific heat of gases at cot 
stant volume c is constant, which has been stated above to I 
very probable, the same follows for the specific heat at coi 
stant pressure, and consequently the quotient, of the two speci} 



heats - 



-k is a constant. This law, which I'oissun 1 



assumed as correct on the strength of the experiments of Ga 
Lussac and Welter, and has made the basis of his investigated 
i on the tension and heat of gases, f is therefore in good agree- 
ment with our present theory, while it would not be possible 
on Carnot's theory as hitherto developed. 

If in equation (II. b) we set § = const., we obtain the folio' 
ing equation between v and t : 

* Ann. de Cltim. et de Phj/i., \li,. and Pngg. Ann., xvi. 
f Trittte de Meainiqiie, second edition, vol. ii. T p. 646. 
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(13) cdt+A.R— dv=0, 

v 

which gives, if c is considered constant, 

v — ■ — . (a+ t) =z const. , 

AR c' 
or, since from equation (10a),— — = — — 1=&— 1, 

v* —1 (a+£) = consfc. 
Hence we have, if v , t 0> and p are three corresponding values 
<rfM,andj>, a+t / Po v*-». 

(14) a+t -\v) 

ft 

If we substitute in this relation the pressure p first for v and 
then for t by means of equation (I.), we obtain 

(mj-ar 

These are the relations which hold between volume, temper- 
ature, and pressure, if a quantity of gas is compressed or ex- 
panded within an envelope impermeable by heat. These equa- 
tions agree precisely with those which have been developed by 
Poisson for the same case,* which depends upon the fact that 
he also treated k as a constant. 

Finally, if we set t = const, in equation (II. J), the first term 
on the right drops out, and there remains 

(17) dQ=AR < ^dv, 

from which we have v 

Q = AR(a + t) log v «+■ const., » 
or, if we denote by v , p , t , and Q the values of v, p, t, and 
Q y which hold at the beginning of the change of volume, 

(IB) Q-Q =AR{a + t )\og-. 

From this follows the law also developed by Carnot : If a gas 
changes its volume without changing its temperature, the quanti- 
ties of heat evolved or absorbed are in arithmetical progression, 
while the volumes are in geometrical progression. 

* Traite de Mecanique, vol. ii., p. 647. 
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Further, if we substitute for E in (18) the 
have 



complete esp res- 
it gases, not by 



s apply tins equation to the different gases, i 
using equal weights of them, but such quantities as have at the 
outset equal volumes, v„, it becomes in all its parts indepen- 
dent of the special nature of the gas, and agrees with the 
well-known law which Dtilong proposed, guided by the above- 
mentioned simple relation of the magnitude h—1, thai all 
gases, if equal volume* of litem are taken at Hie same temperature, 
and under the, same pressure, and if they are then compressed o 
expanded by an equal fraction of their volumes, cither evolve o 
absorb an equal quantity of heal. Equation (19) is, however, 
much more general. It states in addition, that the quantity of 
heat is independent of the tempera lure at which the volume of thi 
gas i* altered, if only the quantity of the gas employed is always 
determined so that the original volume v B is always t" 
at the different temperatures ; and it states further, that if the 
original pressure is different in the different eases, the quantities 
of heat are proportioned to it. 

fOT's PRIXCIPLE IS COfTKECTIO: 
ALREADY INTRODUCED 

Carnot assumed, as has already been mentioned, that ft 
equivalent of Hie work dime by heat is found in the mere transff 
of heat from a hotter to a colder body, while the quantity of ' 
remains undiminished. 

The latter part of this assumption— namely, that the quan- 
tity of heat remains undiminished— contradicts our former prin- 
ciple, and must therefore bo rejected if we are to retain that 
principle. On the other hand, the first part may still obtain in 
all its essentials. For though we do not need a special equiva- 
lent for the work done, since we have assumed as such an acti 
consumption of heat, it still may well he possible that such 
transfer of heat occurs at the same time as the consumption of 
heat, and also stands in a definite relation to the work done. 
It becomes important, therefore, to consider whether this as- 
sumption, besides the mere possibility, has also a sufficient 
probability in its favor, 
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A transfer of heat from a hotter to a colder body always oc- 
curs in those cases in which work is done by heat, and in which 
also the condition is fulfilled that the working substance is iu 
the same state at the end as at the beginning of the operation. 
For example, we have seen, in the processes described above 
and represented in Figs. 1 and 3, that the gas and the evapo- 
rating water took up heat from the body A as their volume in- 
creased, and gave it up to the body B as their volume dimin- 
ished : so that a certain quantity of heat was transferred from 
A to B. and this was in fact much greater than that which we 
assumed to be consumed, so that in the infinitely small changes, 
which are represented in Figs. 2 and 4, the latter was an in- 
finitesimal of the second order, while the former was one of 
the first order. Yet, in order to establish a relation between 
the heat transferred and the work done, a certain restric- 
tion i3 necessary. For since a transfer of heat can take place 
without mechanical effect if a hotter and a colder body are im- 
mediately in contact and heat passes from one to the other by 
conduction, the way in which the transfer of a certain quantity 
of heat between two bodies at the temperatures t and r can be 
made to do the maximum of work is to so carry out the proc- 
ess, as was done in the above cases, that two bodies of different 
temperatures never come in contact. 

It is this maximum of work which must be compared with 
the heat transferred. When this is done it appears that there 
is in fact ground for asserting, with Carnot, that it depends 
only on the quantity of the heat transferred and on the tempera- 
tures t and t of the two bodies A and B, but not on the nature 
of the substance by means of which the work is done. This 
maximum lias, namely, the property that by expending it as 
great a quantity of heat can be transferred from the cold body 
B to the hot body A as passes from A to B when it is produced. 
This may easily be seen, if we think of the whole process for- 
merly described as carried out in the reverse order, so that, for 
example, in the first case the gas first expands by itself, until 
its temperature falls from t to r, is then expanded in connection 
with B. is then compressed by itself until its temperature is 
again I, and filially is compressed in connection with ,1. In this 
case more work will be employed during the compression than 
is produced during the expansion, so that on the whole there 
is a loss of work, which is exactly as great aa the gain of work in 
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the former process. Further, there will be just as much heat 
taken from the body B as was before given to it, and just as 
much given to the body A as was before taken from it, whence it 
follows not only that the same amount of beat is produced as wi 
formerly consumed, bnt also that the heat which in the formi 
process was transferred from A to B now passes from B to A, 

If we now suppose that there are two substances of which the 
one can produce more work than the other by the transfer of a 
given amount of heat, or, what conies to the same thing, needs 
to transfer less beat from A to B to produce a given quantity 
of work, we may use these two substances alternately by pro- 
ducing work with one of them in the above process, and by ex- 
pending work upon the other in. the reverse process. At the 
end of the operations both bodies are in their original cond: 
tion ; further, the work produced will have exactly coimtei 
balanced the work done, and therefore, by our former prinoipli 
the quantity of heat can have neither increased nor diminished 
The only change will occur in the distribution of the heat, aim 
more heat will be transferred from B to A than from A to B, 
and so on the whole heat will be transferred from B to A. Bj 
repeating these two processes alternately it would be possible, 
without any expenditure of force or any other change, to trans- 
fer as much heat as we please from a cold to a hot body, and this 
is not in accord with the other relations of heat, since it alwa; 
shows a tendency to equalize temperature differences 
therefore to pass from hotter to colder bodies. 

It seems, therefore, to be theoretically admissible to retai 
the first and the really essential part of Carnot's assumptioi 
and to apply it as a second principle in conjunction with tl 
first ; and the correctness of this method is, as we shall so< 
see, established already in many cases by its can sequences. 

On this assumption we may express the maximum of woi 
which can be produced by the transfer of a unit of heat from tl 
body A at the temperature t to the body B at the temperature 
r, as a function of t and r. The value of this function must 
naturally be smaller as the difference t—r is smaller, and when 
this is infinitely small (-=.dt) it must go over into the prod- 
uct of dl and a function of t only. For this latter case, with 
which we will concern ourselves for the present, the work may 
be expressed by the form - f ,.dt, where C 



it 

? 



"C 



s a function of t only. 
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In order to apply this result to the permanent gases, we re- 
turn to the process represented in Fig. 2. In that case the 
quantity of heat, /dO\ 

passed during the first expansion from A to the gas, and by the 
first compression the part of it expressed by 

or by 

was given up to the body B. The latter magnitude is, there- 
fore, the quantity of heat transferred. Since we may neglect 
the term of the second order with respect to the one of the 
first order, we retain simply 

<$>■ 

The work produced at the same time was 

Rdv.dt 
~v ' 
and we can thus at once form the equation* 

Rdv.dt 

=-~.dt 9 



If, in the second place, we make a similar application to the 
process represented in Fig. 4 relating to vaporization, we have 
for the quantity of heat carried from A to B 

dr 
(r—-jr dt)d'm, 

or rJm — (^j-fc — h\dmdt 9 



-Gj+-»} 



for which, by neglecting the term of the second order, we may 

set simply 

rdm. 
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The work produced was 



and we therefore get the equation 



(s-„)J:.dm.dl, 



(v.: 



=°-(—) I- 



These are the two analytical expressions o£ Oarnot's principle, 
as tiiey are given by Clapeyron iu his memoir, in a some what 
different form. For vapors he stops with this equation (V.) 
and some immediate applications of it. For gases, on the other 
hand, he makes the equation (1V T .) the basis of a more extended 
development. It is in this development that the partial dis- 
agreement appears between his results and ours. 

We shall now connect these two equations with the results of 
the first principle, first considering equation (IV.) in conn> 
tion with the consequences formerly deduced for the c 
permanent gases. 

If we restrict ourselves to that result which depends only on 
the fundamental principle — that is, to equation (Il.ra)— 
use equation (IV.) to further define the magnitude U, which 
appears there as an arbitrary function of v and t, and C 
tion becomes 



(II. C ) 3Q=lB+4^-A)f\og v]dl+^f> 



dv, 



where B is now an arbitrary function of / only. 

IE wc also accept as correct the subsidiary hypothesis, thei 
equation (IV.) is not necessary for the further definition of 
(II. a) ; since the same end is more completely attained hy 
equation (9), which followed as an immediate consequence of 
this hypothesis in connection with the first principle. We 
gain, however, an opportunity to subject the results of the two 
principles to a comparative test. Equation (9) reads : 
(dQ\ R.A(a + t) 

U»/~ i ' 

and if we compare this with (IV.), we see that they both t 
press the same result, only the one in a more definite way thi 
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the other, since for the general temperature function denoted 
in (IV.) by C, the equation (9) gives the special expression 
A (a + t). 

To this striking agreement it may be added that equation 
(V.), in which also the function G appears, confirms the view 
that A (a+t) is the correct expression for this function. This 
equation has been used byClapeyron and Thomson to calculate 
the values of C for several temperatures. Clapeyron chose as 
the temperatures the boiling-points of ether, alcohol, water, 
and oil of turpentine, and by substituting inequation (V.) the 

values of h?, s, and r for these liquids, determined by experi- 
ments at these boiling-points, he obtained for C the numbers 
contained in the second column of the table which follows. 
Thomso7i, on the other hand, considered water vapor only, but 
at different temperatures, and thence calculated the value of C 
for every degree between 0° and 230" Cent. For this purpose 
Begnaiilt's series of observations have given him an admissible 

basis so far as the magnitudes '-j- and r are concerned ; but the 

magnitude s is not so well known for other temperatures as for 
the boiling-point, and about this magnitude Tlimnsou felt him- 
self compelled to make an assumption, which he himself rec- 
ognized as only approximately correct, and considered as a 
temporary aid, to be employed until more exact data are de- 
termined — namely, that w r ater vapor at its maximum density 
follows the M. and U. law. The numbers which follow from 
his calculation for the same temperatures as those used by 
Clapeyron are given in the third column reduced to French 
units : 



1 

( IS CENT. DEGREES 


2 
C Acconorso to 

CI.APEYROM 


3 


35°.5 

78°. 8 
100" 

15ti°.8 


0.733 
0.828 
0.697 
0.930 


0.814 
0.855 
0.952 



.t appears that the values of C found in both cases in- 
crease slowly with the temperature, similarly to tho values 
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of A (a + t). They are in the ratio of the 
lowing rows: 1:1.13:1.23:1.87 



ambers in the fol- 



1 



1.12 : 1.17 : 1.31 

ratios of the values of A (a + t) corre- 



and if we determine tli 

spending to the same temperatures, we obtain 

1 : 1.14 : 1.21 : 1.39. 
This series of relative values diverges from the two others only 
bo far as can be accounted for by the uncertainty of the data 
whieli underlie them. The same agreement will be shown 
later in connection with the determination of the constant A, 
in respect to the absolute values. 

Such an agreement between results which are obtained from 
entirely different principles cannot be accidental ; it rather 
serves as a powerful confirmation of the two principles and the 
first subsidiary hypothesis annexed to them 

Returning again to the application of equations (IV.) and (V.), 
wo may remark that the former, so far as relates to the per- 
manent gases, has only served to confirm conclusions already 
obtained. In the consideration of vapors, and of all other sub- 
stances to which Garnet's principle will be applied in the future, 
it furnishes, however, an essential improvement, in that it per- 
mits us to replace the function C, which recurs everywhere, by 
the definite expression A (a+t). 

By this substitution equation (V.) becomes 

' it' 

and we therefore obtain for a vapor a simple relation between 
the temperature at which it is formed, the pressure, the vol- 
ume, and the latent heat. This we can use in drawing further 
conclusions. 

If the M. and G. law wore accurate for vapors at their maxi- 
mum density, we should have 

(211) ]>s=R(a + t). 

Eliminating the magnitude s from (V.s) by the use of this 
equation, and neglecting the magnitude a. which vanishes in 
comparison with & if the temperature is not very high, we ob- 



(V.») 



-.A (« + <).(.-—) '-. 



pdt~AR(n+tF 
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If we make the further assumption that r is constant, we ob- 
tain by integration, if p x denotes the tension of the vapor at 

100 °' w £»- r«-100) 

g 2)~A.R(a+100)(a+t)' 

V 

or if we set t— 100=r, a + 100 = a, and -7-777 — , 1Anx =/3, 

A.Ii(a+H)Q) 

(21) iog^? = .^ r 



Pi « + r 

This equation cannot, of course, be accurate, since the two 
assumptions made in its development are not accurate ; but 
since these, at least to a certain extent, approach the truth, the 

quantity — — will roughly represent the value of the quantity 

7) 

log — . We may explain in this way how it happens that this 

P\ 
relation, if the constants a and /3, instead of having values 

given them depending on their definitions, are considered as 

arbitrary, may serve as an empirical formula for the calculation 

of vapor tensions, without our being compelled to consider it 

as fully proved by theory, as is sometimes done. 

The most immediate application of equation (V.rt) is to 
water vapor, for which we have the largest collection of experi- 
mental data, in order to investigate how far it departs, when at 
its maximum density, from the M. and G. law. The magnitude 
of this departure cannot be unimportant, since carbonic acid 
and sulphurous acid, even at temperatures and tensions at 
which they are still far removed from their condensation points, 
show noticeable departures. 

Equation (V.) may be put iu the following form: 

(22) Ap {s-<r)~ = ~-—r . 

v p at 

The expression here found on the left-hand side would be 
very nearly constant, if the M. and G. law were applicable, 
since this law would give immediately, from (20), 

A . ps 7 = A . Ra, 

1 a + t 

and s — <r can be substituted for s in this equation with approxi- 
mate accuracy. This expression is, therefore, especially suited 
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to show clearly any departure from the M. and G. law, from 
the examination of its true values as they may be calculated 
from the expression on the right-hand side of (32). I have 
carried out this calculation for a series of temperatures, using 
for ?■ audp the numbers given by Regnault.* 

First with respect to the latent heat: Regnault states f that 
the quantity of heat k. which must be imparted to a unit of 
weight of water, in order to beat it from 0° to t° and then to 
evaporate it at that temperature, may be represented wii.li 
tolerable accuracy by the formula: 

(21!) Xs=806.5 4-0.305 /. 

But now, from the significance of X, 



<*3«) 



X=r+ 



Cecil, 



and for the magnitude c, the specific heat of water, which ap- 
pears in this formula, Regnault has given the formula :I 

(23J) c=14-0.00004.i+0.0000009J a . 

ISy the help of these two equations we obtain for the latent 
beat from equation (33) the expression: 

(24) j-=606.5-0.695J-0.00002.if-0.0000003J". 

Second, with respect to the pressure : in order to obtain 
from his numerous observations the most probable values, 
Regnault| made use of a graphic representation, by construct- 
ing curves, of which the abscissa* represented the temperature 
and the ordinates the pressure/), and which are drawn in sec- 
tions from —33° to +230°. From 100° to 330° he has also 

* Mem. de CAcad. de FIfiM. tie France, vol. x\l. (1847). 

t Ibid., Mem. ix.; also Pogg. An*., Ud. 88. J Ibid., Mem. 

§ In most of his investigations Renault has not so mucli observed the 
heat which becomes la-tent by evaporation of the vapor as that which be 
comes free by iis condensation, and, there fore, since it has been shown 
above thai, if the principle of ihe equivalence of heat iiml work is correct, 
the quantity of heat which a quantity of vapor gives up on condensation 
need not always be the same as that which it absorbs during 
lion, the questiun may arise, whether such differences may not have 
tered in Resri limit's experiments, so that the formula given for r wonh 
become inadmissible. I believe that we may answer this question in the 
negative, since KiniiUill s>i arriiiiLTfiL his experiments that the enndensa- 
tion of the vapni occurred under 1 be same pressure ns ils formation — tlmt 
is, nearly under the pressure which corresponded as a maximum to [he 
observed temperature, and in Ibis ease jus!, as much heal, must be evolved 
by condensation as is absorbed by evaporation. (Ibid., Mem. viii. 

M 
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drawn a curve, of which the ordinates represent not p itself, 
but the logarithms of p. From this presentation the following 
values have been taken, which are to be considered as the im- 
mediate results of his observations, while the other more com- 
plete tables contained in the memoir were calculated from 
formulas, of which the choice and determination depended in 
the first instance upon these values: 









p IN M 


I.I.TMETKU3 




11 IN 


t IN DEGREES 






• ■k\th;i:\i>f 


FROM THE 


pkoh tub 


ON TUB AIll- 










TnERMCIMKTEU 


METEUS 


TliEUHuMETKlt 


RCMBSJU 


LOUA111THMB* 


—20° 


0.91 


110° ~ 


1073.7 


1073.3 


-10 


2.08 


120 


1489.0 


1490.7 





4.80 


130 


2029.0 - 


2030.5 


10 


9,18 


140 


2713,0 


2711.5 


20 


17.39 


150 


3572.0 


3578.5 


30 


31.55 


160 


4647.0 


4651.6 


40 


54.91 


170 


5960.0 


5956.7 


50 


91.98 


ISO 


7545.0 


7537.0 


60 


148.79 


190 


9428.0 


9425.4 


70 


233.09 


200 


11660.0 


11079.0 


80 


354.64 


210 


14308.0 


14325.0 


90 


535.45 


220 


17390.0 


17390.0 


100 


700.00 


230 


20915.0 


20927.0 



Now in order to carry out with these data the calculation in 

hand, I first determined from these tables the values of — f, 

p ill 

for the temperatures —15°, —5°, 5°, 15°, etc., in the following 

way. Since the magnitude — y only diminishes slowly as the 

temperature rises, I have considered as uniform the diminution 
in each interval of 10°, say from —20° to —10°, from —10° to 
0°, etc. , bo that I could look on the value holding, for example, 
for 2-)" as the moan of all the values holding between 20" and 

1 »lp f'(l«a p) t i i 
upturn, since - ■ ~ — „ ■ , I could use 
1 p dt lit 



30°. On this a 



* Instead nf tlic logarithm* obtained immediately from the curve an 
adopted liy lii-^iittult. I In- hiimtKrn corresponding to Lhan nre given, i 
order to facilitate comparison with the numbers iu the nest column. 
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or 



(25) 



( 
( 



p dt) 25 * 10 



1 dp\ Log/? 30 -— Log^ 20 » 



P (It) 



25" 



10. Jf 



in which Log indicates the Briggsian logarithms and M the 

1 /7-n 

modulus of this system. By help of these values of - • -jj and 

the values of r given by equation (24), and of the value 273 
for a, the values which the expression on the right-hand side 

of (22), and so also the expression Ap (s — a) — — , take for the 

temperatures —15°, —5°, 5°, etc., were calculated and are 
given in the accompanying table. For temperatures above 100° 
both series of numbers given for p. are used separately, and the 
two results found in each case given opposite each other. The 
significance of the third and fourth columns will be indicated 
in the sequel. 



Ill 



t IN DEGREES 

CENTIGRADE 

ON THK AIR- 

THERMOMETER 



Ap (9— <r) 



a + t 



FROM THE OBSERVED 
VALUES 



-15 


30.61 


-5 


29.21 


5 


30 93 


15 


80.60 


25 


30.40 


35 


30.23 


45 


30.10 


55 


29.98 


65 


29.88 


75 


29.76 


85 


29.65 


95 


29.49 


105 


29.47 


29.50 


115 


29.16 


29.02 


125 


28.89 


28.93 


135 


28.88 


29 01 


145 


28 65 


28 40 


155 


28.16 


28.25 


165 


28.02 


28.19 


175 


27.84 


27.90 


185 


27.76 


27.67 


195 


27.45 


27.20 


205 


26.89 


26.94 


215 


26.56 


26.79 


225 


26.64 


26.50 



FROM EQUATION (27) 



30.61 
30.54 
30.46 
30.38 
30.30 
30.20 
30.10 
30.00 
29 88 
29.76 
29.63 
29.48 
29.33 
29.17 
28.99 
28.80 
28 60 
28.38 
28.14 
27.89 
27 62 
27.33 
27.02 
26.68 
26.32 

98 



DIFFERENCES 



-0.14 
+ 0.01 

+ 0.10 
-0.08 
-0.05 
+ 0.22 
+ 0.12 
+ 0.05 
-0.14 
-0.12 
+ 0.13 
+ 0.12 
-0.32 



0.00 

1.33 

0.47 

0.22 

0.10 

0.03 

0.00 

0.02 

0.00 

0.00 

0.02 

0.01 

-0.17 

+ 15 

+ 0.06 

-0.21 

+ 0.20 

+ 0.13 

-0.05 

-0.01 

-0.05 

+ 0.13 

+ 0.08 

-0.11 

-0.18 
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It appears at once from this table that Ap (s— <r) 



a+t 



constant as it should be if the M. and G. law were applicable, 
but diminishes distinctly as the temperature rises. Between 
35° and 90° this diminution appears to be very uniform. Under 
35", especially in the region of 0°, there appear noticeable 
irregularities, which, however, may be simply explained from 
the fact that in that region tbe pressure p and its differential 

coefficient -'- are very small, and therefore small errors, which 

fall quite within the limits of tbe errors of observation, may 
become relative}}/ important. It may be added that tbe curve 
by which the separate values of p are determined, as mentioned 
above, is not drawn in one stroke from —35° to 100°, but, -to 
economize space, is broken at 0°, so that at this temperature 
the progress of the curve cannot be determined so satisfactorily 
as it can within the separate portions below 0° and above 0°. 
From tbe way in which the differences occur in the foregoing 
tabic, it would seem that the value 4. GO mm. taken for^at0°isa 

little too great, since if that were so the valueB of Ap (s~a) 

for the temperatures just under 0° would come out too small, 
and for those just over u D too large. Above 100° the values of 
this expression do not diminish so regularly as between 35° and 
fJ5°i and yet they show, at least in general, a corresponding 
progress ; and especially if we use u graphic representation, we 
find that the curve, which within that interval almost exactly 
joins the successive points determined hy the mi nibers contained 
in tbe table, may be produced beyond that interval even to 230° 
quite naturally, so that these points are evenly distributed on 
both sides of it. 

Within the range of the table the progress of the curve am 
In' represented with fair accuracy by an equation of the form 



I 



a + t 



(86) Ap (s-«) --- =m-ne^ K , 

where § is the base of the natural logarithms, and m, n, and J- 
are constants. If these constants are calculated from the values 
which the curve gives fur 45", 125°, and ;205", we obtain; 



l-'H 



MS31.549, M=1.04SC, £=0.007138, 



^A.^.'a.- 




li.OCC.100/. 



The numbers contained in the third column ure calculated 
from this equation, and in the fourth are given the differences 
between these numbers and those in the second column. 

From the foregoing we may easily deduce a formula by 
which we can more definitely determine the way in which t~ 
behavior of a vapor departs from the M. and G. law. ~~ 
Burning this law to hold, and denoting by ps a the value of p» 
at 0°, we would have from (20), 



would ha' 



therefore, for the differential coefficient 
eoeffi- 



,;(—) a constant quantity — namely, the well-k 
cient of expansion -=0.003065. Instead of this w 



(26), Hi 


re simply replace .$ — a by s, the equat 


(28) 


ps__vt — ne^a + t 
p$rT W— « a ' 


and hen 


o follows : 



(29) 



tit 



\psj a 



-n{l + k (« + /)] f» 



The differential coefficient is, therefore, not a constant, but ;i 
function of the temperature which diminishes as the tempera 
ture increases. If wo substitute the numerical values of w 
and k, given in (26/t), wo obtain, among others, the followiu 
values for this function : 





d (p, \ 




±(*L\ 




<f (p.\ 




di\~pjj 


1 


*UJ 




<t<\pTj 










[Ha- 







0.00349 


70 


0.00307 


140 


00244 


10 


0.00338 


80 


0,00300 


130 


0.00231 


20 


0,00834 


90 


0.00293 


160 


0.00217 


SO 


0.00329 


100 


0.00285 


170 


0,00203 


40 


0.O0325 


110 


0,00278 


ISO 


0.00187 


60 


0,00319 


130 


00266 


190 


O.IMIIOW 


U0 


0.00314 


130 


0,00236 


200 


0.00148 
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It appears from this table that at low temperatures tlie de- 
partures from the 31. ami G. law are only slight, but that at 
higher temperatures — for example, at 100°, and upwards— they 
can no longer be neglected. 

It may appear at first sight remarkable that the values found 

for -r (—) are smaller than 0.0o:>fi».j, since we know that in 

at \pfj 
the case of gases, especially of those, like carbonic acid and 
sulphurous acid, which deviate most widely from the M. and 
ix. law, the coefficient of expansion is not smaller, but greater, 
than that number. We are not, however, justified in makiug 
an immediate comparison between the differential coefficients 
which we have just determined and the coefficient of expan- 
sion in the ordinary sense of the words, which relate to the 
increase of volume id conn/ant pressure, nor yet with the num- 
ber obtained by keeping the volume constant during the heating 
process, and then observing the increase in the expansive force. 
We are dealing here with a third special case of the general 

differential coefficient —I — 1 — namely, with that which arises 

when, as the heating goes on, the pressure increases in the 
same proportion as it does with water vapor when it is kept at 
its maximum density ; and we must consider carbonic acid in 
these relations if we wish to institute a comparison. 

Water vapor has a tension of 1™ at about 10B°, and of 2 ra at 
129£°. We will, therefore, examine the behavior of carbonic 
acid if it is heated by Z\.\", and if the pressure upon it ia at 
the same time increased from l" 1 to % a . According to Reg- 
nault * the coefficient of expansion of carbonic acid at the con- 
stant pressure 7fiO mra is 0.003710, and at the pressure 2520"" 11 is 
0.003846. For a pressure of 1500""" (the mean between 1'" and 
2"'). if we consider the increase of the coefficient of expansion 
as proportional to the increase of pressure, we obtain the value 
0.0OS767. If carbonic acid were heated at this mean pressure 

from 0° to 21J% the magnitude ■*— would increase from 1 to 

1+0.003767x21.5 = 1.08000. Now from others of Regnault's 
researchest it is known that if carbonic acid, taken at a tem- 
perature near 0° under the pressure 1™, is subjected to the 

* Meat, de I'Aead., Mem, i. + Ibid,, Mem. vi. 
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pressure 1.98292 m , the magnitude ps decreases in tbe ratio of 
1 i 0.99146 ; so that for an increase of pressure from l m to 2 m 
there would be a decrease of this magnitude in the ratio of 
1 : 0.99131. If, now, botli operations were performed at once- 
that is, the elevation of temperature from 0" to21£" and the 

crease ill pressure from l m to 2 m — the magnitude £— would in- 
crease nearly from 1 to 1.08099 x0.99l31 = l. 071596, and hence 
we obtain for the mean value of the differential coefficient 







21.5 



It appears, therefore, that in the case now under consideration, a 
value is obtained for carbonic acid which is less than 0.003665, 
and therefore a similar result for a vapor at its maximum density 
should not be considered at all improbable. 

If, on the other hand, we were to determine the real coefficient 
of expansion of the vapor — that is, the number which expresses 
by how much a quantity of vapor expands if it is taken at 
certain temperature at its maximum density, and then removed 
from the water and heated under constant pressure— we should 
certainly obtain a value which would be greater, and perhaps 
considerably greater, than 0.003665. 

From equation (20) we easily obtain the relative volumes ol 
a unit of weight of vapor at its maximum density for differenl 
temperatures, referred to the volume at some definite temper- 
ature. In order to calculate the absolute volumes from these 
with sufficient precision, we must know the value of the constant 
A with greater accuracy than is as yet the case. 

The question now arises whether any one volume can be 
assigned with sufficient accuracy to permit its use as a starting- 
. point in the calculation of the other absolute values from the 
relative values. Many investigations of the specific weight of 
water vapor have been carried out, the results of which, how- 
ever, are not, in my opinion, conclusive for the case with which 
we are now dealing, in which the vapor is at its maximum 
density. The numbers which arc ordinarily given, especially thi- 
ol! e obtained by G-ay-Lussac — 0.6235 — agree very well with tin 
theoretical value obtained by assuming that 2 parts of hydrogei 
102 
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and 1 part of oxygen combine to form 2 parts of water vapor- 
that is, with the value 

8x0.06938+ 1.10563 ^ 

These numbers, however, are obtained from observations which 
were jiot carried out at temperatures at which the resulting 
pressure was equal to the maximum expansive force, but at 
higher temperatures. In tin's condition the vapor might nearly 
conform to the M. and G. law, and the agreement with the 
theoretical value may thus be explained. To pass from tins 
result to the condition of maximum density by the use of the 
M. and G. law would contradict our previous conclusions, since 
Table IV. shows too large a departure from this law, at the 
temperatures at which the determination was made, to make 
such a use of the law possible. Those experiments in which 
the vapor was observed at its maximum density give for the 
most part larger numbers, and Regnault has concluded * that 
even at a temperature a little over 30°, in the case in which the 
vapor is developed in vacuum, a sufficient agreement with the 
theoretical value is reached only when the tension of the vapor 
amounts to no more than 0.8 of that which corresponds to the 
observed temperature as the maximum. A definite conclusion, 
however, cannot be drawn from this observation, since it is 
doubtful, as Regnault remarks, whether the departure is really 
due to too groat a specific weight of the vapor formed, or whether 
a quantity of water remained condensed on the walls of the glass 
globe. Other experiments, which were so executed that the 
vapor did not form in vacuum but saturated a current of air, 
gave results which were tolerably free from any irregularities,! 
yet even those results, important as they arc in other relations, 
do not enable us to form any definite conclusions as to the be- 
havior of vapor in a vacuum. 

In this state of uncertainty the following considerations may 
perhaps be of some service in filling the gap. Table IV. shows' 
that the vapor at its maximum density conforms more closely 
to the M. and G. law as the temperature is lower, and it may 
hence bo concluded that the specific weight will approach the 
theoretical value more nearly at lower than at higher temper- 
atures. If therefore, for example, we assume the value 0.623 

'Ann. de Chim. el <U Phys., III. Ser„ t. xv., p, 148. t Ibid., p. 1 
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as correct for 0° and then calculate the correspon cling value 
for higher temperatures by the help of the following equation 
deduced from (26), 

(30) (7 = 0.622-^^-,. 

we obtain mucli more probable values than if we were to adopt 
0-632 as correct for all temperatures. The following table 



presents some of these values: 



Strictly speaking, we must go further than this. In Table III. 



we see that the values of Ap (s — a) ■ 



+ t 



as the temperature 



falls, approach a limiting value, which is not reached even for 
the lowest temperatures of the table, and it is only for this 
limiting value that we have a right to assume the applicability 
of the M. and G. law and so set the specific 
0.622. The question therefore arises what this limiting value 
is. If we could consider the formula (20) as applicable f( 
temperatures below —15°, we would have only to take the value 
which it approaches asymptotically, m — 31.540, and we couli" 
then replace equation (30) by the equation 



(31) 



d =s 0. 622 - 



From this equation we obtain for the specific weight at 0° the 
value 0.643 instead of 0.622, and the other numbers of th< 
preceding table must be increased in the same ratio. We are, 
however, not justified in so extended an application of formula 
(36), since it is only obtained empirically from the values given 
in Table III., and of these, those which relate to the lowest 
temperatures are rather uncertain. We must therefore, for the 

present, treat the limiting value of A (s — a) — — -, as unknoi 
r ° v ' a + t 

and content ourselves with such au approximation as the l 
bers in the preceding tables warrant. We may, however, 
elude that these numbers are rather too small than too great. 
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If wg combine equation (V.a) with equation (III.) deduced 
from the first principle, we may eliminate A (s — u), and obtain : 

(32) £+«-*- 4? 

* ' (U (l+t 

By means of this equation we may determine the magnitude A, 
which has already been stated to he negative. If we set for c and 
r the expressions given in (234) and (24), and for a the number 
'ZTS, we obtain : 

«« > r, „ nK GW - - Q.6flS * - 0-00003 f - 0.00000' 13 1' 

(33) A -0.306 ^^ ^ 

and hence obtain for A, among others, the values: 



60° I 100° 



h | -1.916 j -1.4G5 | -1.133 | -0.870 | -0.676 

In a way similar to that which we have followed in the case 
of water vapor, we might apply equation (V.a) to the vapors of 
other liquids also, and then compare the results obtained for 
these different liquids, as has been done with the numbers cal- 
culated by Clapeyronand contained in Table I. We slndl not, 
however, go into these applications any further at present. 

We must now endeavor to determine, at least approximately, 
the numerical value of the constant A, or, what is more useful, 

of the fraction — , that is, the work equivalent of the unit of heat. 

For this purpose we can first use equation (10a) far the per- 
manent gases, which amounts to the same thing as the method 
already employed by Mayer and Ilelmholtz. This equation is: 
c =c + AR, 

if 
and if we set for e the equivalent expression -r, we have: 

mi 1 *■« 

< M) A-(t-\)<r 

The value commonly taken for c' for atmospheric air from 
the researches of De Laroche and Berard is 0.2(i7, and for k 
from the researches of Dulong is 1.421. Further, to determine 

I! = — S-~, we know that the pressure of one atmosphere 

(71)0""") on a square meter is 10833 kilogrammes, and that the 




e kilogramme of atmosph. 
and at the temperature of the 
meters. Hence follows : 

10333-O.77I 



mi under that pressure 
point =0.77:53 cubic 



R=t 



and consequently 



273 



1 1.421. an. -a; 



\ = 370, 



A 0.481. 0.86' 

that is, by the expenditure of a unit of heat {that quantity of 
heat which will raise the temperature of 1 kilogramme of water 
from 0° to 1°) 370 kilogrammes can be lifted to the height of 
l m . Little confidence can be placed in this number, on account 
of the uncertainty of the numbers 0.207 and 1.421. Holtzmaun 
gives as the limits, between which he is in doubt, 343 and 420. 
We may further use the equation (V.«) developed for vapors. 
If we wish to apply it to water vapor, we can use the determi- 
nations given in the former part of our work, whose result is 
expressed in equation (26). If we choose in this equation the 
temperature 100", for example, and set forp the corresponding 
pressure of 1 atmosphere = 10333 kilogrammes, we obtain: 

(35) 1=257 (.^.). 

If we now use Gay-Lussac's value of the specific weight 
water vapor, 0.G235, we obtain s = 1.699, and hence, 



of 



= 437. 



• 



Similar values are given by the use of the numbers contained 
in Table I., which Olapeyron and Thomson have calculated 
for C from equation (V.). For if we consider these as the 
values of A (a + t) for the temperatures corresponding to them 

we obtain for-r a set of values which lie between 410 and 4G2. 
A 
It has already been mentioned that the specific weight c 
water vapor given by Gay-Lussac is probably somewhat too 
small for the case where the vapor is at its maximum density. 
The same may be said of most of the specific weights which are 
ordinarily given for other vapors. We must therefore con- 
clude that the values of -7 calculated from them are for the 

A 
most part a little too great. If we take for water vapor the 
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number 0.645 given in Table V., from which .?~1.638, we 
obtain i 

This value ia also perhaps a little, but probably not much, 
too great. We may therefore conclude, since this result 
should be given the preference over that obtained from atmos- 
pheric air, that the work equivalent of the unit of heal is the 
lifting of sonie.thi «</ oner 400 kilogramme* to the. height of l m . 

We may now compare with this theoretical result tliose which 
Joule obtained in very different ways by direct observation. 
Joule obtained from the beat produced by magneto-electricity, 

4 = 4G0;* 

from the quantity of heat which atmospheric air absorbs during 
its expansion, i 

i = 438,t 

and as a mean of a large number of experiments, in which the 
heat produced by friction of water, of mercury, and of cast- 
iron, was observed, i 

The agreement of these three numbers, in spite of the diffi- 
culty of the experiments, leaves really no further doubt of the 
correctness of the fundamental principle of the equivalence of 
heat and work, and their agreement with the number 431 con- 
firms in a similar way the correctness of Carnot's principle, in 
the form which it takes when combined with the first principle. 



Biogkapiiicai. Sketch 

Rudolf Julius Emanuel Clausiub was born on January 
2, 1822, at Coslin, in Pomcrania. He was educated at Berlin, 
and became Privat-docent in the University of Berlin and In- 
strnctor in Physics at the School of Artillery. In lSuS he was 
appointed to the Professorship of Physics in the Polytechnic 
School at Zurich, and in 1857 he was appointed to a similar 

■ Phil. Mag., xxiii., p. 441. The number, given in English unita, is re> 
duced to French units. 

\ Ibid„xxvi.p,881. 1 Ibid,, xxxv,, p. 534. 
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position in the University of Zurich. In 18ti9 he was appointed 
Professor of Physics in the University of Bonn, where he re- 
mained until hia death, on August 24, 1888. 

Clausius was a prolific investigator and writer on physical 
suhjects. The line of thought suggested by the discoveries in 
heat contained in the memoir given in this volume was fol- 
lowed out hy him in a series of papers on the thermodynamic 
properties of bodies and on the general theory of thermody- 
namics. These papers were collected and published in a volume 
in 1864 ; and ten years later he recast these papers and others 
which had appeared after the collection was first published into 
a systematic treatise on the mechanical theory of heat. The 
concept of the entropy, which Clausitis introduced and de- 
veloped, is the most important single contribution made by 
him to science. 

Olausins's investigations also extended into radiant heat, in 
connection with which he proved that radiance also conforms 
to the second law of thermodynamics. Clausius was the first 
to apply the doctrine of probabilities, in any systematic way, to 
the kinetic theory of gases ; and by so doing he laid the foun- 
dations for the brilliant applications of that doctrine to the 
kinetic theories which have been made by Maxwell and Boltz- 
maim, He also contributed something to the theory of elec- 
tricity. His writings are characterized by simplicity of form 
and profundity of thought. They deal much with fundamental 
questions, but by such direct and simple methods that the 
s under discussion are rarely obscured by the difficulties of 
the analysis. 
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ON THE DYNAMICAL THEORY OF HEAT 

BY 

WILLIAM THOMSON 



INTRODUCTORY NOTICE 

1. Sir Humphry Davy, by his experiment of melting two 
pieces of ice by rubbing them together, established the follow- 
ing proposition : " The phenomena of repulsion are not de- 
pendent on a peculiar elastic fluid for their existence, or 
caloric does not exist." And he concludes that heat consists 
of a motion excited among the particles of bodies. " To dis- 
tinguish this motion from others, and to signify the cause of 
our sensation of heat/' and of the expansion or expansive press- 
ure produced in matter by heat, "the name repulsive motion 
has been adopted."* 

2. The dynamical theory of heat, thus established by Sir 
Humphry Davy, is extended to radiant heat by the discovery 
of phenomena, especially those of the polarization of radiant 
heat, which render it excessively probable that heat propagated 
through "vacant space,'' or through diathermanic substances, 
consists of waves of transverse vibrations in an all-pervading 
medium. 

3. The recent discoveries made by Mayer and Joule, \ of the 

* From Davy 's first work* entitled An Essay on Heat, Light, and the Com- 
in nations of Light, published in 1799. in "Contributions to Physical and 
Medical Knowledge, principally from the West of England, collected by 
Thomas Beddoes, M.D ," and republished in Dr. Davy's edition of his 
brother's collected works, vol. ii., Loud., 1836. 

fin May, 1842, Mayer announced in the Annalcn of Wfthler and Liebig, 
that he hud raised the temperature of water from 12° to 13° Cent, by agi- 
tating it. In August, 1843, Joule anuounced to the British Association 

111 



by 



MEMOIRS ON 



generation of heat through the friction of fluids iu motion, and 
by the magneto- electric excitation of galvanic currents, would 
either of them be sufficient to demonstrate the immateriality 
of heat ; and would so afford, if required, a perfect confirma- 
tion of Sir Humphry Davy's views. 

4. Considering it as thus established, that heat is not a sub- 
stance, but a dynamical form of mechanical effect, we perceive 
that there must be an equivalence between mechanical work 
and heat, as between cause and effect. The first published 
statement of this principle appears to be in Mayer's Bemer- 
kunfjeii abet- din Kraft e tier nubekbteu Natur," which contains 
some correct views regarding the mutual convertibility of heat 
and mechanical effect, along with a false analogy between the 
approach of a weight to the earth and a diminution of the vol- 
ume of a continuous substance, on which an attempt is founded 
to find numerically the mechanical equivalent of a given quan- 
tity of heat. Iu a paper published about fourteen mouths 
later, "On the Calorific Effects of Magneto-Electricity and the 
Mechanical Value of Heat,"f Mr. Joule, of Manchester, es- 
pressos very distinctly the consequences regarding the mutual 
convertibility of heat and mechanical effect which follow from 
the fact that heat is not a substance but a state of motion ; 
and investigates on unquestionable principles the "absolute 
numerical relations," according to which heat is connected 
with mechanical power ; verifying experimentally, that when- 
ever heat is generated from purely mechanical action, and no 
other effect produced, whether it be by means of the friction 
of fluids or by the magneto-electric excitation of galvanic cur- 
rents, the same quantity is generated by the same amount of 
work spent ; and determining the actual amount of work, 
foot-pounds, required to generate a unit of heat, which 
calls "the mechanical equivalent of heat." Since the publi 



k, in 
hh. 



"That heat is evolved by the passage of water through 
and that he had "obtained one degree of lieat per pound of water fvi 
mechanical force capable of raising 770 pounds to the height of 
unci that heat is generated when work is spent in turning a magneto-elec- 
tric, machine, or an electro magnetic engine. (See hia paper "On the 
Calorific Effects of Magneto- Elcclririiy, and on the Mechanical Value of 
Heat"— Phil. Miig., vol. xxiii., 1843.) 

* Anwknat Wohlernnd Liehig, May, 1843. 

t British Association, August, 1843 ; and Fhil. Xti>j., September, II 
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tion of that paper, Mr. Joule lias made numerous series of ex- 
periments for determining with as much accuracy as possible 
the mechanical equivalent of heat so defined, and has given 
accounts of them in various communications to the British 
Association, to the Philosophical Mnginint, to the Royal So- 
ciety, and to the French Institute. 

5. Important contributions to the dynamical theory of heat 
have recently been made by Rankine and Clausula; who, by 
mathematical reasoning analogous to Carnot's on the motive 
power of heal, hut founded on an axiom contrary to his funda- 
mental axiom, have arrived at some remarkable conclusions. 
The researches of these authors have been published in the 
Transactions of this Society, ami in Poggendorff's Annalen, 
during the past year; and they 'are more particularly referred 
to below in connection with corresponding parts of the investi- 
gation?; at present laid before the Royal Society. 

6. The object of the present paper is threefold : 

(1) To show what modifications of the conclusions arrived 
at by Car not, and by others who have followed his peculiar 
mode of reasoning regarding the motive power of heat, must 
be made when the hypothesis of the dynamical theory, con- 
trary as it is to Carnot's fundamental hypothesis, is adopted. 

(2) To point out the significance in the dynamical theory, 
of the numerical results deduced from Regnault's observations 
on steam, and communicated about two years ago to the So- 
ciety, with an account of Carnot's theory, hy the anthor of 
the present paper; anil to show that by taking these numbers 
(subject to correction when accurate experimental data regard- 
ing the density of saturated steam shall have been afforded), 
in connection with Joule's mechanical equivalent of a ther- 
mal unit, a complete theory of the motive power of heat, 
within the temperature limits of the experimental data, is ob- 
tained. * 

(3) To point out some remarkable relations connecting the 
physical properties of all substances, established hy reasoning 
analogous to that of Carnot, but founded in part on the con- 
trary principle of the dynamical theory. 
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Fundamental Principles in the Theory of the Motive Power c 
Beat 

7. According to an obvious principle, first introduced, how- 
ever, into the theory of the motive power of neat by Carnot, 
mechanical effect produced in any process cannot be said to 
have been derived from a purely thermal source, unless at the 
end of the process all the materials used are in precisely the 
same physical and mechanical circumstances as they were at 
the beginning. In some conceivable "therao- dynamic en- 
gines," as, for instance, Faraday's floating magnet, or Barlow's 
"wheel and axle," made to rotate and perform work uniformly 
by means of a current continuously excited by heat communi- 
cated to two metals in contact, or the thermo-electric rotatory 
apparatus devised by Harsh, which has been actually construct- 
ed, this condition is fulfilled at every instant. On the other 
hand, in all therm o - dynamic engines, founded on electrical 
agency, in which discontinuous galvanic currents, or pieces of 
soft iron in a variable state of magnetization, are used, and in 
all engines founded on the alternate expansions and contrac- 
tions of media, there are really alterations in the condition of 
materials ; but, in accordance with the principle Btated above, 
these alterations must be strictly periodical. In any such en- 
gine the series of motions performed during a period, at the 
end of which the materials are restored to precisely the same 
condition as that in which they existed at the beginning, con- 
stitutes what will be called a complete cycle of its operation; 
Whenever in what follows, the work done or the mechanical ef- 
fect produced by a thermo-dynamic engine is mentioned with- 
out qualification, it must be understood that the mechanical 
effect produced, either in a non-varying engine, or in i 
plete cycle, or any number of complete cycles of a periodic 
engine, is meant. 

8. The source of heat will always be supposed to be a 1 
body at a given constant temperature put in contact with 
some part of the engine; and when any part of the engine is 
to be kept from rising in temperature (which can only be done 
by drawing off whatever heat is deposited i 
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called the refrigerator, at a given constant temperature in con- 
tact with it. 

9. The whole theory of the motive power of heat is founded 
on the two following propositions, due respectively to Joule, 
and to Carnot and Clausius. 

Prop. I. (Joule). — When equal quantities of mechanical ef- 
fect are produced by any means whatever from purely thermal 
sources, or lost in purely thermal effects, equal quantities of 
heat are put out of existence or arc generated. 

Prop. II. (Carnot and Clausius). — If an engine be such that, 
when it is worked backwards, the physical and mechanical 
agencies in every part of its motions are all reversed, it pro- 
duces as much mechanical effect as can he produced by any 
tbermo-dynarnic engine, with the same temperatures of source 
and refrigerator, from a given quantity of heat. 

10. The former proposition is shown to be included in the 
general "principle of mechanical effect," and is so established 
beyond all doubt by the following demonstration. 

11. By whatever direct effect the heat gained or lost by a 
body in any conceivable circumstances is tested, the measure- 
ment of its quantity may always be founded on a determination 
of the quantity of some standard substance, which it or any 
equal quantity of heat could raise from oue standard temper- 
ature to another; the test of equality between two quantities 
of heat being their capability of raising equal quantities of any 
substance from any temperature to the same higher temper- 
ature. Now, according to the dynamical theory of heat, the 
temperature of a substance can only be raised by working upon 
it in some way so as to produce increased thermal motions 
within it, besides effecting any modifications in the mutual dis- 
tances or arrangements of i t h particles which may accompany a 
change of temperature. The work necessary to produce this 
total mechanical effect is of course proportional to the quantity 
of the substance raised from oue standard temperature to an- 
other; and therefore when a body, or a group of bodies, or a 
machine, parts with or receives beat, there is in reality me- 
chanical effect produced from it, or taken into it, to an ex- 
tent precisely proportional to the quantity of heat which it 
emits or absorbs. But the work which any external forces do 
upon it, the work done by its own molecular forces, and the 
amount by which the half vis viva of the thermal motions of 

US 
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s parts is diminished;, must together be equal to the im 
chanical effect produced from it : and, consequently, to tin 
mechanical equivalent of the beat which it emits (which wil 
be positive or negative, according as the sum of those terms i> 
positive or negative). Now let there be either no mob 
change or alteration of temperature in any part of the body, 
or, by a cycle of operations, let the temperature and physical 
condition be restored exactly to what they were at thi 
ning; the second am) third of the three parts of the woil 
which it has to produce vanish ; and we conclude that the " 
which it emits or absorbs will be the thermal equivalent of tl 
work done upon it by external forces, or done by it against ex< 
ternal forces ; which is the proposition to be proved. 

12. The demonstration of the second proposition is foundei 
on the following axiom : 

II is impossible, by means of inanimate malarial agency, 
derive mechanical effect from ii.ni/ portion of matter by coolimj 
below the temperature of the coldest of the snrrovmtiiiy objects. 

13. To demonstrate the second proposition, let A and B 
two thermo-dynamic engines, of which B satisfies the condi- 
tions expressed in the enunciation ; and let, if possible, A de- 
rive more work from a given quantity of heat than If, when 
their sources and refrigerators are at the same temperatures, re- 
spectively. Then on account of the condition of complete re- 
versibility in all its operations which it fulfils, fi may be 
worked backwards, and made to restore any quantity of heat to 
its source, by the expenditure of the amount of work which, by 
its forward action, it would derive from the same quantity of 
heat. If, therefore, B be worked backwards, and made to re- 
store to the source of A (which we may suppose to he adjust- 
able to the engine B) as much beat as has been drawn from it 
during a certain period of the working of A, a smaller amount 
of work will be spent thus than was gained by the working 

, of A. Hence, if such a series of operations of A forwards and 
of B backwards be continued, either alternately or simulta- 
neously, there will result a continued production of work with. 

* If this axiom be denied for all temperatures, it would have li 
admitted that a self acting madiine might be set to work and produce 
chauical effect liy cooling tlie sea or earth, with no limit but the tola! Insi 
of heat from tin- earth and sea, or, in reality, from the whole n 
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out any continued abstraction of lietit from the source ; and, 
by Prop. I., it follows that there must be more beat abstracted 
from the refrigerator by the working of B backwards than is 
deposited iu it by A. Now it is obvious that A might be 
made to spend part of its work in working B backwards, and 
the whole might be made self-acting. Also, there being no 
beat either taken from or given to the source of the whole, all 
the surrounding bodies and space except the refrigerator might, 
without interfering with any of the conditions which have been 
assumed, be made of the same temperature as the source, what- 
ever that may be. We should thus have a self-acting machine, 
capable of drawing heat constantly from a body surrounded by 
others at a higher temperature, and converting it into me- 
chanical effect. But this is contrary to the axiom, and there- 
fore we conclude that the hypothesis that A derives more 
mechanical effect from the same quantity of heat drawn from 
the source than B is false. Hence no engine whatever, with 
source and refrigerator at the same temperatures, can get more 
work from a given quantity of heat introduced than any en- 
gine which satisfies the condition of reversibility, which was to 
be proved. 

14. This proposition was first enunciated by Carnot, being 
the expression of his criterion of a perfect therino - dynamic 
engine.* He proved it by demonstrating that a negation of 
it would require the admission that there might be a self- 
acting machine constructed which would produce mechani- 
cal effect indefinitely, without any source either in heat or the 
consumption of materials, or any other physical agency ; but this 
demonstration involves, fundamentally, the assumption that, 
in "a complete cycle of operations," the medium parts with 
exactly the same quantity of heat as it receives. A very strong 
expression of doubt regarding the truth of this assumption, as 
a universal principle, is given by Carnot himself ;f and that it 
is false, where mechanical work is, on the whole, either gained 
or spent in the operations, may (as I have tried to show above) 
be considered to be perfectly certain. It must then be admit- 
ted that Carnot's original demonstration utterly fails, but we 
cannot iufer that the proposition concluded is false. The 
truth of the conclusion appeared to me, indeed, bo probable 

" " Accouut of Carnot's TUeory," sj 13. f Ibid., § 0. 
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that I took it in connection with Joule's principle, on account 
of which Car not's demonstration of it fails, us the foundation of 
an investigation of the motive power of heat in air-engines 
steam-engines through finite ranges of temperature, and ob- 
tained about a year ago results, of which the substance is given 
in the second part of the paper at present communicated to 
the Royal Society. It was not until the commencement of the 
present year that I found the demonstration given above, by 
which the truth of the proposition is established upon an axiom 
(g 12) which I think will be generally admitted. It is with no 
wisb to claim priority that I make these statements, as the 
merit of first establishing the proposition upon correct princi- 
ples is entirely due to Clausula, who published his demonstra- 
tion of it in the month of May last year, in the second part of 
his paper on the motive power of heat.* I may be allowed to 
add that I have given the demonstration exactly as it occurred 
to me before I knew that Clausing had either enunciated 
demonstrated the proposition. The following is the axiom 
which Clausiu.-i's demonstration is founded: 

.ft is impossible for a self-acting machine, nun! tied by any 
ternal agency, I" convey heat from one body to another at a Mght 
temperature. 

It is easily shown that, although this and the axiom I hav« 
used are different in form, either is a consequence of the other. 
The reasoning in each demonstration is strictly analogous 
that which Carnot originally gave. 

15. A complete theory of the motive power of heat woul 
consist of the application of the two propositions demonstral 
above to every possible method of producing tuirhanieal efft 
from thermal agency. + As yet this has not. been done for tin 
electrical method, as far as regards the criterion of a perfect 
engine implied in the second proposition, and probably cannot 
be done without certain limitations ; but the application of tbe 
first proposition has been very thoroughly investigated, am 
verified experimentally by Mr. Joule in his researches "On tli 

* PoggeiidorfE'a Anmileit, referred lo above. 

f "There tire at present known two, anil only two, distinct ways i 
which meelmnie«l cft'iart. lam In.- nblaiiitil frum lient. One of these is hy tl 
id tei alio 11 s of volume which ln.ili.rs experience through the actio 
Ihe other is through the medium of electric ageucy." — " Account uf Cut 
nut's Theury," g 4. (Traii&tction*, vol, xvi,, ]mrt .1.) 
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Calorific Effects of Magneto-Electricity;" and on it is founded 
one of Ilia ways of determining experimentally the mechanical 
equivalent of heat. Thus from his discovery of the laws of 
generation of heat in the galvanic circuit,* it follows that whe7i 
mechanical work by means of a magneto -electric machine is 
the auurco of the galvanism, the heat generated in any given 
portion of the fixed part of the circuit is proportional to the 
whole work spent; and from his experimental demonstration 
that heat is developed in any moving part of the circuit at ex- 
actly the same rate as if it were at rest, and traversed by a cur- 
rent of the same strength, he is enabled to conclude : 

(1) That heat may be created by working a magneto-electric 
machine. 

(2) That if the current excited be not allowed to produce 
any other than thermal effects, the total quantity of heat pro- 
duced is iu all circumstances exactly proportional to the quan- 
tity of work spent. 

16. Again, the admirable discovery of Peltier, that cold is 
produced by an electrical current passing from bismuth to anti- 
mony, id referred to by Joule, f as showing how it may he proved 
thaR when an electrical current is continuously produced from a 

* That, lo a given fixed pari of the circuit, the heat, evolved iu a given 
time is proportional to the si] wire of the strength of the current, and for 
different fixed parts, with the same strength of current, the quantities of 
heat evolved in equal tiniea are as the resistances. A paper hy Mr. Joule, 
containing demonstrations of these laws, and of others nn the relations of 
the chemical and thermal ngcucics concerned, was communicated to the 
Royal Society on the 171 li of December, 1840. hut was not published in tin; 
I'rtiruvirliuitn. (See abstract containing a statement of the laws quoted 
above, in the I'liit»*»jihir<rf. .Vnr/irzinr, vol. xviii., p 308.) It was published 
in the PhOoM}ihieal .\£tf/tisi>ie in October, 1S41 (vol, xix„ p. 300). 

f [Note of March 20, 1853, added in Phil. Mug. reprint. Io tlte intro- 
duction to his paper '•On the Calorific Effects of Magneto- Electricity," 
etc.. Phil. Mag.. 1843. 

I take this opportunity of mentioning that I have ouly recently become 
:u:(|iinin1r-d ivilli Hchiilmll/'s ndmii-iilile li'ralUc on the principle of mechani- 
cal ell'eet ( Velvr tlie l-Jr/uithiii// tier h'rttfl, von Dr. H. Helmholtz. Berlin. 
G. Keimer. 1847). having seen it for the first time on the 20th of January 
of this year ; and that I should have had occasion to refer to it on this, and 
nn numerous other points of the dynamical theory of heat, I lie mechanical 
theory of electrolysis, the iheuiy of electro magnetic induction, and the 

ini'chioiienl theory of tlii-mioi-lr-rliie cuneLtls, in various papers r muni 

rated lo the IV>yal Sociri v of Edinburgh, and to this Majjaziinr, hud 1 hern 
lie. in aimed with it in time.— W. T., March 20, 18.J2.] 
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purely thermal source, the quantities of heat evolved electri 
cully in the different homogeneous parts of the circuit arc only 
compensations for a loss from the junctions of the different 
metals, or that, when the effect of the current is entirely ther- 
mal, there must he just as much heat emitted from the parts 
not affected by the source as is taken from the source. 

17. Lastly,* when a current produced by thermal agency is 
made to work an engine and produce mechanical effect, there 
will be less heat emitted from the parte of the circuit not af- 
fected by the source than is taken in from the eouree, by' an 
amount precisely equivalent to the mechanical effect produced ; 
since Joule demonstrates experimentally that a current from 
any kind of source driving an engine, produces in the engine 
just as much less heat than it would produce in a fixed wire 
exercising the same resistance as is equivalent to the mechani 
cal effect produced by the engine. 

18. The quality of thermal effects, resulting from equ: 
causes through very different means, is beautifully illustrated 

* This reasoning was suggested lo me by the following passage on. 
tained in a 1cii.it which 1 received from Mr, Joule on the 8Ui of July, 1847. 
"In Peltier's experiment on cold produced at Ihe bismuth and amimony 
solder, we have an instance of the conversion of heat into the mechanical 
force of the current," which must have been meant as an answer 
mark I had made, that no evidence could he adduced to show that heat is 
ever put out of existence I now fully ndmii Hie Force of that answer ; but 
it would require a proof lhat there is more heat put out of existence nt the 
healed soldi-ring [or in this ami olhc.r putts of I be eireui - ] tloiu is created 
at the cold soldcrin.!t [and tin: remainder of l lie circuit, when a machine is 
driven by tlie current] to make the "evidence" be experimenial. That 
this is the case I think is certain, because the statements of ? 16 in the text 
are demon stinted consequences of ihe lirsi fundamental pm|iosition ; hut 
it in still to he remarked lhat neither in this nor in any other case of Ihe 
production of mechanical effect from purely thcrmnl agency, has ilie ceas- 
ing 1.0 exist of an equivalent quantity of heal been dcmunsl ruled otherwise 
than theoretically. It would be a very great step in ihe e.vperimcnln] illus- 
tration (or verification, for those who consider such to be necessary) of the 
dynamical theory of bent, lo actually show in any one case a loss of heat ; 
and it might be done by operating through a very considerable range of 
temperature* with a good air-engine or st cum- engine, not allowed lo wasle 
its work in friction As will he seen in Part II. of this paper, no experi- 
mitnt of any kind could show a considerable loss of bent wiihoul employ- 
ing bodies differing eonsidcrnJily in lempernlure ; for instance, a loss of a 
much as .098. or about one-teulh of the whole beat used, if Ihe temperature 
of all the bodies used be between 0" and 30° Cent. 
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by the following statement, drawn from Mr. Joule's paper on 
magneto-electricity.* 

Let there be throe equal and similar galvanic batteries fur- 
nished with equal and similar electrodes ; let A, and B-, be the 
terminations of the electrodes (or wires connected with the two 
poles) of the first battery, A s and B s the terminations of the 
corresponding electrodes of the second, and A 3 and B 3 of the 
third battery. Let A, and B, be connected with the extremi- 
ties of a long fixed wire ; let A 2 and B 3 bo connected with the 
"poles" of an electrolytic apparatus for the decomposition of 
water ; and let A 3 and B 3 be connected with the pohs (or ports 
as they might be called) of an electro-magnetic engine. Then 
if the length of the wire between A, and B v and the speed of 
the engine between A 3 and B 3 , be so adjusted that the strength 
of the current (which for simplicity we may suppose to be con- 
tinuous and perfectly uniform in each case) may be the same in 
the three circuits, there will be more heat given out in any 
time in the wire between A, and Bi than in the electrolytic ap- 
paratus between A a and B 2 , or the working engine between A 3 
and B 3 . But if the hydrogen were allowed to burn in the oxy- 
gen, within the electrolytic vessel, and the engine to waste all 
its work without producing any other than thermal effects (as 
it would do, for instance, if all its work were spent in continu- 
ously agitating a limited fluid mass), the total heat emitted 
would be precisely the same in each of these two pieces of ap- 
paratus as in the wire between A, and li t . It is worthy of re- 
mark that these propositions are rigorously true, being de- 
monstrable consequences of the fundamental principle of the 
dynamical theory of heat, which have been discovered by 
Joule, and illustrated aud verified most copiously in his exper- 
imental researches. 

III. Both the fundamental propositions may be applied in a 
perfectly rigorous manner to the second of the known meth- 
ods of producing mechanical effect from thermal agency. This 
application of the first of the two fundamental propositions has 
already been published by Kaukine and Clausius ; aud that of 
the second, as Clausius showed in his published paper, is sim- 

• In tliis paper re fere net is niiuk tn his previous paper "On tlie Heat of 
Electrolysis" (published in vol. vii. , pull 2, of llio second scries til the Lit- 
erary noil l'liilc@<>]il)ii'iil Society of Mwiolicstcr) for experimental deraoD- 
BlraliuD of those parts of the theory in which chemical uttiuu is concerned. 
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ply Carnot's unmodified investigation of the relation between 
the mechanical effect produced and the thermal circumstances 
from which it originates, in the case of an expansive engine 
working within an infinitely small range of temperatures. The 
simplest investigation of the consequences of the first proposi- 
tion in this application, which has occurred to me, is the fol- 
lowing, being merely the modification of an analytical expres- 
sion of Carnot's axiom regarding the permanence of heat, which 
was given in my former paper,* required to make it express, 
not Carnot's axiom, but Joule's. 

20. Let us suppose a massf of any substance, occupying a 
volume v, under a pressure p uniform in all directions, and at 
a temperature t, to expand in volume to v -f dv, and to rise in 
temperature to 1 4- dt. The quantity of work which it will pro- 
duce will be yfly . 

and the quantity of heat which must be added to it to make its 
temperature rise during the expansion to t + dt may be de- 
noted by Mdv + Ndu 

The mechanical equivalent of this is 

J(Mdv + Ndt), 

if J denote the mechanical equivalent of a unit of heat. Hence 
the mechanical measure of the total external effect produced in 
the circumstances is 

'(p-JM)dv-JNdt. 

The total external effect, after any finite amount of expansion, 
accompanied by any continuous change of temperature, has 
taken place, will consequently be, in mechanical terms, 

f{(p-JM)dv-JNdt\; . 

where we must suppose t to vary with v, so as to be the actual 
temperature of the medium at each instant, and the integration 
with reference to v must be performed between limits corre- 
sponding to the initial and final volumes. Now if, at any sub- 
sequent time, the volume and temperature of the medium be- 
come what they were at the beginning, however arbitrarily 

* "Account of Carnot's Theory," foot-note on § 26. 

f This may have parts consisting of different substances, or of the same 
substance in different states, provided the temperature of all be the same. 
See below, part hi., § 53-56. 
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they may have been made to vary in the period, the total ex- 
ternal effect must, according to Prop. I., amount to nothing ; 
and he.™ ( P -.TM)df-JX,U 

must be the differential of a function of two independent varia- 
bles, or wo must have 

d(p-JM) d{-JN) 
dt ~ dv 

this being merely the analytical expression of the condition, that 
the preceding integral may vanish in every case in which the 
initial and final values of v and t are the same, respectively. 
Observing that J is an absolute constant, we may put the result 
into the form . , 

dp_ j lam dS \ i.>\ 

dt" \df~ do / 

This equation expresses, in a perfectly comprehensive manner, 
the application of the first fundamental proposition to the ther- 
mal and mechanical circumstances of any substance whatever, 
under uniform pressure in all directions, when subjected to 
any possible variations of temperatnre, volume, and pressure. 

21. The corresponding application of the second fundamental 
proposition is completely expressed by the equation 

where /j denotes what is called " Carnot's function," a uuantity 
which has an absolute value, the same for all substances for 
any given temperature, but which may vary with the temper- 
ature in a manner that can only be determined by experiment. 
To prove this proposition, it may be remarked in the first place 
that Prop. II. could not be true for every case in which the 
temperature of the refrigerator differs infinitely little from that 
of the source, without being true universally. Now, if a sub- 
stance be allowed first to expand from v to v + dv, its temper- 
ature being kept constantly t ; if, secondly, it be allowed to 
expand further, without either emitting or absorbing heat 
till its temperature goes down through an infinitely small 
range, to t — r; if, thirdly, it be compressed at the constant 
temperature ( — r, so much (actually by an amount differing 
from dv by only an infinitely small quantity of the second or- 
der), that, when, fourthly, the volume is further diminished to 
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v without the medium's being allowed to either emit or absorb 
heat, its temperature may be exactly t; it may be considered 
as constituting a thermo-dynamic engine which fulfils Oarnot's 
condition of complete reversibility. Hence, by Prop. II., i 
must produce the same amount of work for the same quantit; 
of heat absorbed in the first operation, as any other subs tone 
similarly operated upon through the same range of temper 

atnres. Bat * 



dt 



.de is obviously the whole work done in thi 

complete cycle, and (by the definition of Mm § 20) Mdv is tin 
quantity of heat absorbed in the first operation. Hence tin 
value of 

. dv 



dp 

di T 
Mdv 



M ' ' 



must bo the same for all substances, with the same values of 
and r; or, since r is not involved except as a factor, we must havi 

dp 

¥='• (4) 



where p depends only on I; from which 
ositioii which was to be proved. 



e conclude the prop 

dp 

dt 
22. The very remarkable theorem that "JT must be the sami 

for al! substances at the same temperature was first givet 
(although not in precisely the same terms) by Carnot, and de 
monstruted by him, according to the principles he adopted 
We have now seeu that its truth may be satisfactorily estab 
lished without adopting the false part of his principles. Hence 
all Oarnot's conclusions, and all conclusions derived by others 
from his theory, which depend merely on equation {',i), requii 
no modification when the dynamical theory is adopted. Th 
all the conclusions contained in Sections I., II., and III, 
the Appendix to my " Account of Oarnot's Theory," and in 
paper immediately following it in the Transactions, entitli 
"Theoretical Considerations on the Effect of Pressure in Lowi 
ing the Freezing-point of Water," by my elder brother, still holi 
Also, we sec that Oarnot's expression for the mechanical efft 
derivable from a given quantity of heat by means of a pcrft 



THE SECOND LAW OF THEBMODY N AMICS 

engine in wliich the range of temperatures ia Infinitely small, 
expresses truly the greatest effect which can possibly be ob- 
tained in the circumstances; although it ia in reality only an 
infinitely small fraction of the whole mechanical equivalent of 
the heat supplied ; the remainder being irrecoverably lost to 
man, and therefore " wasted," although not annihilated. 

23. On the other hand, the expression for the mechanical 
effect obtainable from a given quantity of heat entering an en- 
gine from a "source" at a given temperature, when the range 
down to the temperature of the cold part of the engine or the 
"refrigerator" is finite, will differ most materially from that 
of Carnot ; since, a finite quantity of mechanical effect being 
now obtained from a finite quantity of heat entering the engine, 
a finite fraction of this quantity must be converted from heat 
into mechanical effect. The investigation of this expression, 
with numerical determinations founded on the numbers de- 
duced from Regnault's observations on steam, which are shown 
in Tables I. and II. of my former paper, constitutes the second 
part of the paper at present communicated. 



On the Motive Power of Heat through Finite Ranges of 
Temperature 

24. It is required to determine the quantity of work which a 
perfect engine, supplied from a source at any temperature, S, 
and parting with its waste heat to a refrigerator at any lower 
temperature, T, will produce from a given quantity, //, of beat 
drawn from the source. 

■i~>. We may suppose the engine to consist of an infinite num- 
ber of perfect engines, each working within an infinitely small 
range of temperature, and arranged in a series of which tho 
source of the first is the given source, the refrigerator of the 
last the given refrigerator, and the refrigerator of each inter- 
mediate engine is the source of that which follows it in the 
seriea. Each of these engines will, in any time, emit just as 
much less heat to its refrigerator than ia supplied to it from its 
source, as ia the equivalent of the mechanical work which it 
produces. Hence if t and / -f dt denote respectively the tem- 
peratures of the refrigerator and source of one of the inter- 
im 
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mediate engines, and if q denote the quantity of heat which 
this engine discharges into its refrigerator in any time, and 
q + dq the quantity which it draws from its source in the same 
time, the quantity of work which it produces in that time will 
be Jdq according to Prop. L, and it will also be qpdt according 
to the expression of Prop. II. , investigated in § 21 ; and there- 
fore we must have j-, __ -,, 

Hence, supposing that the quantity of heat supplied from the 
first source, in the time considered is H, we find by integration 

log - = - / fidt. 
q JJt 

But the value of q, when t = T, is the final remainder dis- 
charged into the refrigerator at the temperature T ; and there- 
fore, if this be denoted by R, we have 

log f = 7^' (5) 

from which we deduce 

R^m-jfp*- (6) 

Now the whole amount of work produced will be the mechani- 
cal equivalent of the quantity of heat lost ; and, therefore, if 
this be denoted by W, we have 

W = J(H-R), (7) 

and consequently, by (6), 

W=JH{l-e-j/ k Tf idt\' (8) 

26. To compare this with the expression H J pdt, for the 

duty indicated by Carnot's theory,* we may expand the expo- 
nential in the preceding equation, by the usual series. We thus 



find W= (l - J- + jJLj - etc.) . Hf T U ' 



where 



1 fS 
= jJt "* 



>• (9) 



This shows that the work really produced, which always falls 
short of the duty indicated by Carnot's theory, approaches 

* "Account." etc., Equation 7, § 31. 
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more and more nearly to it as the range is diminished ; and ul- 
timately, when the range is infinitely small, is the same as if 
Carnot's theory required no modification, which agrees with 
the conclusion stated above in § 22. 

27. Again, equation (8) shows that the real duty of a given 
quantity of heat supplied from the source increases with every 

1 increase of the range ; but that instead of increasing indefinitely 

in proportion to / pdt, as Carnot's theory makes it do, it never 

reaches the value JH, but approximates to this limit, as / ' (tilt 

is increased without limit. Llencc Carnot's remark* regarding 
the practical advantage that may be anticipated from the use 
of the air-engine, or from any method by which the range of 
temperatures may be increased, loses only a part of its impor- 
tance, while a much more satisfactory view than his of the prac- 
tical problem is afforded. Thus we see that, although the 
full equivalent of mechanical effect cannot bo obtained even by 
means of a perfect engine, yet when the actual source of heat 
i3 at a high enough temperature above the surrounding objects, 
we may get more and more nearly the whole of the admitted 
heat converted into mechanical effect, by simply increasing the 
effective range of temperature in the engine. 

28. The preceding investigation (£ 25) shows that the value 
of Carnot's function, p., for all temperatures within the range 
of the engine, and the absolute value of Joule's equivalent, J, 
are enough of data to calculate the amount of mechanical effect 
of a perfect engine of any kind, whether a steam -engine, an air- 
engine, or even a thermo - electric engine ; since, according to 
the axiom stated in § 12, and the demonstration of Prop. II., 
no inanimate material agency could produce more mechanical 
effect from a given quantity of heat, with a given available 
range of temperatures, than an engine satisfying the criterion 
stated in the enunciation of the proposition. 

29. The mechanical equivalent of a thermal unit Fahrenheit, 
or the quantity of heat necessary to raise the temperature of a 
pound of water from 32° to 33" Fahr., has been determined by 
Joule in foot-pounds at Manchester, and the value which he 
gives as his best determination is 772.(19. Mr. Kankiue takes, 

* "Account," etc, Appendix, Section iv. 
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as the result of Joule's determination, 772, which he estimates 
must bo within 3 J- 3 of ita own amount, of the truth. If wi 
take 773$ as the number, we find, by multiplying it by $, 1300 
the equivalent of the thermal unit Centigrade, which is takei 
as the value of J in the numerical applications contained iu th 
present paper. 

30. With regard to the determination of the values of p fo: 
different temperatures, it is to be remarked that equation (4' 
shows that this might be done by experiments upon any sub- 
stance whatever of indestructible texture, and indicates exactly 
tlie experimental data required in each case. For instance, by 
first supposing the medium to be air ; and again, by supposing 
it to consist partly of liquid water and partly of saturated vapor, 
we deduce, as is shown in Part III. of this paper, the two ex- 
pressions ((J), given in § 30 of my former paper ("Account 
Carnot's Theory "), for the value of p at any temperature. As 
yet no experiments have been made upon air which afford the 
required data for calculating the value of ^ through any exten- 
sive range of temperature ; but for temperatures between ,50 a 
and 60" Fabr., Joule's experiments* on the heat evolved by the 
expenditure of a given amount of work on the compression of 
air kept at a constant temperature, afford the most direct data 
for this objcot which have yet been obtained ; since, if Q be the 
quantity of heat evolved by the compression of a fluid subject 
to " the gaseous laws " of expansion and compressibility, W the 
amount of mechanical work spent, and t the constant temper- 
ature of the fluid, we have by (11) of % 40 of my former paper, 

W. E , . 

which is in reality a simple consequence of the other expression 
for n in terms of data with reference to air. Remarks upon 
the determination of ^ by such experiments, and by another 
class of experiments on air originated by Joule, are reserved 
for a separate communication, which I hope to be able to make 
to the Royal Society on another occasion. 

31. The second of the expressions (G), in § 30 of my former 
paper, or the equivalent expression (32), given below in the 



! 



" "On Hie Changes nf Temperature produced by ilie Rarefaction a 
Condensation of Air," Phil. Muff., vol. xxvi., May, 1845. 
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present paper, shows that ft may be determined for any tem- 
perature from determinations for that temperature of — 

(1) The rate of variation with the temperature, of the press- 
ure of saturated steam. 

(2) The latent heat of a given weight of saturated steam. 

(3) The volume of a given weight of saturated steam. 

(4) The volume of a given weight of water. 

The last mentioned of these elements may, on account of the 
manner in which it enters the formula, be taken as constant, 
without producing any appreciable effect on the probable accu- 
racy of the result. 

3iJ. Regnault's observations have supplied the first of the 
data with very great accuracy for all temperatures between 
— 32° Cent, and 230°. 

33. As regards the second of the data, it must be remarked 
that all experimenters, from Watt, who first made experiments 
on the subject, to Eegnault, whose determinations are the most 
accurate and extensive that have yet been made, appear to have 
either explicitly or tacitly assumed the same principle as that of 
Carnot which is overturned by the dynamical theory of heat; 
inasmuch as they have defined the "total heat of steam " as the 
quantity of heat required to convert a unit of weight of water 
at 0° into steam in the particular state considered. Thus Reg- 
nault, setting out with this definition for "the total heat of 
saturated steam, 1 ' gives experimental determinations of it for 
the entire rauge of temperatures from 0° to 230° ; and he de- 
duces the " latent heat of saturated steam " at any temperature, 
from the "total heat," so determined, by subtracting from it 
the quantity of heat necessary to raise the liquid to that tem- 
perature. Now, according to the dynamical theory, the quan- 
tity of heat expressed by the preceding definition depends on 
the manner (which may be infinitely varied) in which the speci- 
fied change of state is effected ; differing in different cases by 
the thermal equivalents of the differences of the external me- 
chanical effect produced in the expansion. For instance, the 
total quantity of heat required to evaporate a quantity of water 
at 0°, and then, keeping it always in the state of saturated va- 
por,* bring it to the temperature 100°, cannot be so much as 

• See below (Part III.. £ 58), where the "negative" specific heat of sat- 
urated stenm is investigated. If the mean value of this quantity but.weeii 
IP and 100° were —1,5 (and it cannot differ much from Ihia) there would 
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three- fourths of the quantity required, first, to raise the tei 
perature of the liquid to 100°, ami then evaporate it at th; 
temperature ; and yet either quantity is expressed hy what 
generally received its a definition of the "total heat" of tl 
saturated vapor. To find what it is that is really determine 
as "total heat" of saturated steam in Iiegnault's researches, il 
is only necessary to remark, that the measurement actually 
made is of the quantity of heat emitted by a certain weight of 
water in passing through a ealortnictrical apparatus, which it 
enters as saturated steam, and leaves in the liquid state, the 
result being reduced to what would have been found if the fin; 
temperature of the water bad been exactly 0". For there beinj^ 
no external mechanical effect produced (other than that o! 
sound, which it is to be presumed is quite inappreciable), the 
only externa! effect is the emission of heat. This must, there- 
fore, according to the fundamental proposition of the dynam- 
ical theory, be independent of the intermediate agencies, 
follows that, however the steam may rush through the cal 
rimeter, and at whatever reduced pressure it may actually 
condensed,* the heat emitted externally must be exactly tut 



be 150 units of beat emitted by a pound of saturated vapor in having il 
I em pern tore raised (by compression) from IF to 100°, Tin; latent heat o 
tlie vnpor at d° being lHJ(i.,"i, tin.- linn! quantity id heal required lo convert n 
pound of water at 0^ into saturaied attain at 100°, in ibe first of the ways 
mentioned in lue text, would consequently be 45ti .5, which is only about \ 
of the quantity 037 found as "the total heat" of the saturated vapor at 
100°, by Regnault. 

*If the steam have to rush through h long fine tube, or through n 
aperture within the en lori metrical nppara is. ;;•• ;.n -j,-.ir,- wfll lie dimin- 
ished before il is condensed : and there Will, therefore, in two parts of il 
calorimeter be saturated slenm in dilTereoi leinp.iaiuies (■•-, for insfancr 
would be [he eaac if steam from a bigh- pressure Imtlet wi re distilled int 
the open air) ; yet, on account of the heat developed liy i lie fluid friclior 
which would be precisely Ihe equivalent ■■' tbo mechanicn effect of 
expansion wasted in the rushii)'.'. tn luat minsurcd t>y the calorim 
would be precisely the same as il Ibe ■ ondenaati a !■ ok place lit a pressure 
not appreciably lower than tliat of Ibe eutet log steam The ciicumstanee 
id' such a ruse have, been orerhtoi,,-., i.j i <,<.-.:-...■■ ,] '. .^ ■mlorff's AhiiiiIhi. 
18.">l), So. 4. p. 510), when he expresses wiLb some doubt tlie opinion that 
Ibe Intent bent of saturated steam will be truly found from Tii-gnault'a 
" total beat," by deducting " the sensible heat :" and gives as a reason that, 
in the actual experiments, the condensation nnisl Inivc luken place '"under 
the same pressure, or nearly under I lie same pressure," as the evaporatio 
The question is not, Did tin: oiinhnsiiiion Utkv plttr-- nt rt Ivmr pi-wuY i! 
130 
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same as if the condensation took place under the full pressure 
of the entering saturated steam; and we conclude that the 
total hetit, as actually determined from his experiments by Reg- 
nault, is the quantity of heat that would be required, first to 
raise the liquid to the specified temperature, and then to evap- 
orate it at that temperature ; and that the principle on which 
he determines the latent heat is correct. Hence, through the 
range of his experiments — that is, from 0° to 230° — we may con- 
sider the second of the data required for the calculation of p 
as being supplied in a complete and satisfactory manner. 

34. There remains only the third of the data, or the volume 
of a given weight of saturated steam, for which accurate exper- 
iments through an extensive range are wanting; and no ex- 
perimental researches bearing ou the subject having been made 
since the time when my former paper was written, I see no 
reason for supposing that the values of n which I then gave are 
not the most probable that can he obtained in the present state 
of science; and, on the understanding stated in § 33 of that 
paper, that accurate experimental determinations of the den- 
sities of saturated steam at different temperatures may indicate 
considerable errors in the densities which have been assumed 
according to the "gaseous laws, "and may consequently render 
considerable alterations in my results necessary, I shall still con- 
tinue to use Table I. of that paper, which shows the values of 
H for the temperatures J. 1£. 'i\...'Z'A\)\. or, the mean values 
of n for each of the 230 successive Centigrade degrees of the 
air-thermometer above the freezing-point, its the basis of nu- 
merical applications of the theory. It may be added, that any 
experimental researches sufficiently trustworthy in point of ac- 
curacy, yet to be made, either on air or any other Babstooae, 
which may lead to values of p differing from those, must be 
admitted us proving a discrepancy between the true densities 
of saturated steam, and those which have boon assumed.* 

thiit of the enferiio/ Mi'iitn * but. Dot Ri-gnmilt o,a/:ethe Attain mnrk an engine 
in i«is.*iit<i lliroitylt th, fitlomni'ter, or 'ran there m> much Ituine of ttea.oi runh- 
ing through it an to convert tin appreciable poriimt »f the total lit at intn ,r- 
termil mi ehanieal effect t And a negative answer to this is a sufficient reason 
for adapting with eirtainti/ tlie opinion tlifit the principle of his determina- 
tion of The latent lient is correct. 

* I cannot see mat any liypntliesis, audi as thai adopted by Claiisiua 
fundamentally in Ins investiiritinns rmtliis subject, and lending, iu lie allows, 
In determinations nf the densities of MtnraUd steam at different lumper- 
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35. Table II. of my former paper, which shows the values c 
/ n'.lt for (=1, t — 'l, t = B, ... ( = 331, renders the calcula- 
tion of the mechanical effect derivable from a given quantit 
of heat by means of a perfect engine, with any given range in- 
cluded between the limits and 231, extremely easy ; since the 
quantity to be divided by ,/* in the index of the exponential in 
the expression (8) will be found by subtracting the number in 
that table corresponding to the value of T, from that corre- 
sponding to the value of S. 

36. The following tables show some numerical results which 
have been obtained in this way, with a few (contained in the 

lower part of the second table) calculated from values of / fidl 

estimated for temperatures above 230°, roughly, according to 
the rate of variation of that function within the experimental 
limits. 

37. £;rji?(ti>tt/ itm of the- Tables. 

Column I. in each table shows the assumed ra 

Column II. shows ranges deduced by means of Table II. i 



former paper, so that the value of / pdt for each may L 



th 

the same as for the corresponding range shown in column I. , 
Column III. shows what would be the duty of a unit of heat 
if Carnot's theory required no modification (or the actual duty 
of a unit of beat with additions through the range, to compen- 
sate for the quantities converted into mechanical effect). 



attires, which indicate enormous deviations from the gaseous laws of varia 
tion with temperature and pressure, is more probable, or is probably nearer 
the truth, than that the density of saturated steam does follow these laws 
as it is usually assumed to do. In the present slate of science it would 
perhaps he wrong to say that either )\\ ]mil!i"?is is iii"i'L* rw'ibuble than tile 
other [or lhal. the rigorous truth of either hypothesis is probable at all]. 

*It ought to he remarked, that as I he unit of force implied io the deter- 
minations of /i is the weight of a pound of matter at Paris, and the unit o 
force in terms of which J is expressed is the weight of a pound at 5" 
ebester, these numbers ought in strictness to be modified so as to es| 
the values in terms of a common unit of force ; but as the force of gni 
at Paris' differs by less than ^^ of its own value from the force of gn 
at Manchester, this correction will be much Iras ihnn the probable e 
from other sources, and may therefore be neglected. 
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Column IV. shows the true duty of a unit of heat, and a com- 


parison of the numbers in it with the corresponding numbers 


in Column III. shows how much the true duty falls short of 


Carnot's theoretical duty in each case. 


Column VI. is calculated by the formula 


1 /-S 

R = i 1390j r (tdl, 


where * =2.71S38, and for f fidt the successive values shown 
in Column III. are used. 


Column IV. is calculated by the formula 


IT =1390(1- R) 


from the values of 1 — R shown in Column V. 




38. Table of the Motive Rower of Heat. 
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39. Supplementary Table of the Motive Power of Heat. 
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338 
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40. Taking the range 30° to 140' as an example suitable to 
the circumstances of some of the best steam-engines that have 
yet been niii.de (sou Appendix to " Account of Caniot's Theory," 
sec. v.), we find in Column III., of the supplementary table, 377 
ft. -lbs. as the corresponding duty of a unit of heat instead of 
440, shown in Column III., which is Carnot's theoretical duty. 
We conclude that the recorded performance of the Fowey-Con- 
sols engine in 184-~>, instead of being only 5 "A per cent, amounted 
really to 67 per cent., or f of the duty of a perfect engine with 
the same range of temperature; and this duty being .'ill 
(rather more than fj of the whole equivalent of the heat used ; 
we conclude further, that ^„ or 18 per cent, of the whole heat 
supplied was actually converted into mechanical elfect by that 
steam-engine. 

41. The numbers in the lower part of the supplementary 
table show the great advantage that may be anticipated from 
the perfecting of the air-engine, or any other kind of thermo- 
dynamic engine in which the range of the temperature can be 
increased much beyond the limits actually attainable in steam- 
engines. Thus an air-engine, with its hot part at G00°, and its 
cold part at 0° Cent., working with perfect economy, would 
convert 76 per cent, of the whole heat used into mechanical ef- 
fect ; or working with such economy as lias been estimated for 
the Fowey-Consols engine — that is, producing t>7 per cent, of 
the theoretical duty corresponding to its range of temperature — 
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would convert 51 per cent, of all the heat used into mechanical 
effect. 

42. It was suggested to me by Mr. Joule, in a letter dated 
December 9, 1848, that the true value of ft might be " inversely 
as the temperatures from zero ;"* and values for various tem- 
peratures calculated by means of the formula, 



1 + Et' 



(11) 



were given for comparison with those which I had calculated 
from data icjrarding steam. This formula is also adopted by 
Clausius. who uses it fundamentally in his mathematical inves- 
tigations. If fi were correctly expressed by it, we should have 
1 + S3 



ET' 



and therefore equations (1) and (2) would 



43. The reasons upon which Mr. Joule's opinion is founded, 
that tin- preceding equation (II) may be the correct expression 



e k may he any constant, i 



which is the formula I gave when this paper was communicated. I liavp 
since remarked that Mr. Joule's hypothesis implies essentially that the co- 
efficient k must he an it is taken in the lest, tin; mechanical equivalent of a 
thermal unit, Mr. Raukine, in a letter dated March 27. 1831, informs me 
that he has deduced, from the principles laid down In Ids paper communi- 
cated last year to tins Society, an approximate formula for the ratio of the 
maximum quantity of heat converted into mechanical effect to the whole 
quantity expended, in an expansive engine of any substance, which, on 
comparison. I innl ugives exactly with the expression (1~) given ill the 
lext us a consequence of the hypothesis suir«csti'd liy Mr, Joule regarding 
I lie value of /t at any temperature. — [April 4, 1851] 
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for Garnet's function, although the values calculated by mcai 
of it differ considerably from those shown in Table I. of n 
former paper, form the subject of a communication which 
hope to have an opportunity of laying before the Royal Societ 
previously to the close of the present session. 



Application* of the Dy mimical Theory to establish Relations b 
tween the Physical 1'rupertiex of all Substances. 

44. The two fundamental equations of the dynamical theoi 
of heat, investigated above, express relations between quanti 
ties of heat required to produce changes of volume and tern 
peraturo in any material medium whatever, subjected to a un: 
form pressure in all directions, which lead to various reniarkahl 
conclusions. Such of these as arc independent of Joule's prin 
ciple (expressed by equation (2) of § 20), being also indepei 
dent of the truth or falseness of Carnot's contrary assumpth 
regarding the permanence of heat, are common to his theoi 
and to the dynamical theory ; and some of the most importau 
of them* have been given by Carnot himself, and other write 
who adopted his principles and mode of reasoning withoi 
modification. Other remarkable conclusions on the same an 

ject might have been drawn from the equation 



dt 



dv 



expressing Garnet's assumption (of the truth of which exper 
mental tests might have been thus suggested); but I am ni 
aware that any conclusion dedncible from it, not included i 
Carnot's expression for the motive power of heat through fini 
ranges of temperature, has yet been actually obtained and pit 
lished. 

45. The recent writings of Rankine and Clausius contai 
some of the consequences of the fundamental principle of tl 
dynamical theory (expressed in the first fundamental propos 
tion above) regarding physical properties of various substances 
among which may be mentioned especially a very remarkable 
discovery regarding the specific heat of saturated steam (in- 
vestigated also in this paper in § 58 below), made independent!; 
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by tho two authors, and a property of water at its freezing- 
point, deduced from the corresponding investigation regarding 
ice and water tinder pressure by Clausing ; according to which 
he finds that, for each -fa° Cent, that the solidifying point of 
water iB lowered by pressure, its latent heat, which under at- 
mospheric pressure ia T'J, is diminished by .081. The investi- 
gations of both these writers involve fundamentally various 
hypotheses which may be or ma)' not be found by experiment 
to be approximately true ; and which render it difficult to 
gather from their writings what part of their conclusions, es- 
pecially with reference to air and gases, depend merely on the 
necessary principles of the dynamical theory. 

46. In the remainder of this paper, the two fundamental 
propositions, expressed by the equations 

and , , 

JT-J.J. (PMI. 

arc applied to establish properties of the specific heats of any 
substance whatever ; and then special conclusions are deduced 
for the case of a fluid following strictly the " gaseous laws " of 
density, and for the case of a medium consisting of parts in 
different states at the same temperature, as water and saturated 
steam, or ice and water. 

47. In the first place it may be remarked, that by the defi- 
nition of M and N in § 20, N must be what is commonly called 
the "specific heat at constant volume "of the substance, pro- 
vided the quantity of the medium be the standard quantity 
adopted for specific beats, which, in all that follows, I shall 
take as the unit of weight. Hence the fundamental equation 
of the dynamical theory, (2) of § 20, expresses a relation be- 
tween this specific heat and the quantities for the particular 
substance denoted by M and p. If we eliminate M from this 
equation, by means of equation (3) of § 31, derived from the 
expression of the second fundamental principle of the theory of 
the motive power of beat, we find 



_<o 



lie dl Jdf l *' 
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which expresses a relation between the variation in the specific 
heat at constant volume, of any substance, produced by an al- 
teration of its volume at a constant temperature, and the vari- 
ation of its pressure with its temperature when the volume 
is constant; involving a function, /*, of the temperature, which 
is the same for ail substances. 

48. Again, let K denote the specific heat of the substance 
under constant pressure. Then, if dv and dt be so related that 
the pressure of the medium, when its volume and temperature 
are v + dv and t -f dt respectively, is the same as when they are 
v and t — that is, if 



we have 
Hence we find 



= f dv + d -l dt , 
dv dt 

Kdt = Mdv + Ndt. 




M=—F-(K-N), (15) 



which merely shows the meaning in terms of the two specific 
heats, of what I have denoted by M. Using in this for M its 
value given by (3) of § 21, we find 






N =-^T P ' < 16 > 

an expression for the difference between the two specific heats, 
derived without hypothesis from the secqnd fundamental prin- 
ciple of the theory of the motive power of heat. 

49. These results may be put into forms more convenient for 
use, in applications to liquid and solid media, by introducing 

the notation : 

dp] 



k = v x — , 
dv 

1 dp 

£ ■ — £— 

K dt 



(17) 



where k will be the reciprocal of the compressibility, and e the 
coefficient of expansion with heat. 
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n= 
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M 


1 

= — . i 
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Equations (14), (16), and (3) thus become 

.- *(*) ... 

(18) 
(19) 

(20) 

the third of these equations being annexed to show explicitly 
the quantity of heat developed by the compression of the sub- 
stance kept at a constant temperature. Lastly, if denote the 
rise in temperature produced by a compression from v -f dv to 
v before any heat is emitted, we have 

= — . — . dv = - T7 . idv. (21) 

50. The first of these expressions for shows that, when the 
substance contracts as its temperature rises (as is the case, for 
instance, with water between its freezing-point and its point of 
maximum density), its temperature would become lowered by a 
sudden compression. The second, which shows in terms of its 
compressibility and expansibility exactly how much the tem- 
perature of any substance is altered by an infinitely small alter- 
ation of its volume, leads to the approximate expression 



= 



'T> 



if, as is probably the case, for all known solids and liquids, e be 
so small that e. VKe is very small compared with pK. 

51. If, now, we suppose the substance to be a gas, and intro- 
duce the hypothesis that its density is strictly subject to the 
"gaseous laws," we should have, by Boyle and Mariotte's law 
of compression, 

?=-*. <») 

dv v v ' 

and by Dalton and Gay-Lussac's law of expansion, 

* _ Ev ■ m\ 

from which we deduce 

dp _ Ep 

dt~l + Et' 
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Equation (14) will consequently become 

d I * ". 

UN lf(l + «) J | 

iult peculiar to the dynamical theory and equation (10), 



K- 



N=- 



>(1 -•«)•' 



* lie does, that N, 
of the gas, is also 



which agrees with the result of § 53 of my former paper. 

If V be taken to denote the volume of the gas at the tern 
perature 0° under unity of pressure, (25) b 

52. All the conclusions obtained by Clausius, with reference 
to air or gases, are obtained immediately from these equations 
by taking E 

dN 
which will make -j— =0, and by assuming, 

thus found to be independent of the density of the gas, is al 
independent of its temperature. 

53. As a last application of the two fundamental equations 
of the theory, let the medium with reference to which M uud 
N are defined consist of a weight 1 — x of a certain substance 
in one Btate, and a weight x in another state at the same tem- 
perature, containing more latent heat. To avoid circumlocu- 
tion and to fix the ideas, in what follows we may suppose the 
former state to be liquid and the latter gaseous ; hut the in- 
vestigation, as will be seen, is equally applicable to the case of 
a solid in contact with the same substance in the liquid or 
gaseous form. 

54. The volume and temperature of the whole medium be- 
ing, as before, denoted respectively by v and t, we shall have 

\(l-x) + yx = v, (27) 

if X and y he the volumes of unity of weight of the substance 
in the liquid and the gaseous states respectively : and p, the 
pressure, may be considered as a function of t, depending solely 
on the naturo of the substance, To express M and jV for this 
mixed medium, let L denote tlie latent heat of a unit of weight of 



" 
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the vapor, c the specific heat of the liquid, and h the specific heat 
of the vapor when kept in a state of saturation. We shall have 

Mdv = L-rdv, 
dv 

dx 
Ndt = c(l~x)dt + hxdt + ^-Ji dt ' 

Now, by (27), we have -, 

(y-X) s = l, (28) 

and ( y -X)f + (l-*)g + .g = 0. (29) 

Hence M = -^-, (30) 

y — A 

/* \ d\ dy 

N = c(l-x) + hz-L 21 2L. (31) 

y — A 

55. The expression of the second fundamental proposition in 
this case becomes, consequently, 

/»= l > (32) 

which agrees with Carnot's original result, and is the formula 
that has been used (referred to above in § 31) for determining 
fi by means of Kegnault's observations on steam. 

56. To express the conclusion derivable from the first funda- 
mental proposition, we have, by differentiating the preceding 
expressions for M and N with reference to t and v respectively, 

dM 1_ dL L d(y-\) 

dv ~~ 7 -\' dt (y— X) 9 ' dt ' 

dy d\ 

dN_(i L di"di \dx 

dt ~ \ y — \ ) dv 

__ j h - c __ L ) d(y-\) 
- ( y _\ (y-X) 1 ) dt ' 

Hence equation (2) of § 20 becomes 

dL 



at I dp 

y-A ~~Jdt' 
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Combining tliis with the conclusion (32) arrived from the sec- 
ond fundamental proposition, we obtain 



dt 



-h = - 




The former of these equations agrees precisely with i 
which was first given by Clansius, and the preceding investi- 
gation is substantially the same as the investigation by which 
he arrived at it. The second differs from another given by 
Clansius only in not implying any hypothesis as to the form of 
Carnot's function /j. 

57. If we suppose p and L to be known for any temperatui 

equation (32) enables us to determine the value of ~j- for that 
temperature ; and thence deducing a value of dt, we have 

at =*=£&, (35) 

fill 

which shows the effect of pressure in altering the "boiling 
point" if the mixed medium be a liquid and its vapor, or thf 
melting-point if it be a solid in contact with the same sub- 
stance in the liquid state. This agrees with the conclusion ar- 
rived at by my elder brother in his " Theoretical Investigation 
of the Effect of Pressure in Lowering the Freezing-point of 
Water." His result, obtained by taking as the value for p that 
derived from Table I. of my former paper for the temperature 
0°, is that the freezing-point is lowered by .007;)" Gent, by an 
additional atmosphere of pressure. Clansius, with the other 
data the same, obtains .0073;t° as the lowering of temperature 
by the same additional pressure, which differs from my brother's 
result only from having been calculated from a formula which 



implies the hypothetical expression J- — for , 

dL , 



It v 



i by 



applying equation (33) to determine —rr for the same case that 
Clansius arrived at the curious result regarding the latent heat 
of water under pressure mentioned above (§ 45). 

58. Lastly, it may be remarked that every quantity which 
appears in equation (33), except h, is known with tolerable ac- 
curacy for saturated steam through a wide range of tempera- 
ture; and we may therefore use this equation to find h, 
has never yet been made an object of experimental re 
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-h = >- 



-\dp 



IdL 
\ dt '' 



For the value of y the best data regarding the density of sat- 
urated steam that can be had must be taken. If for different 
temperatures we use the same values for the density of saturated 
steam (calculated according to the gaseous laws, and Regnaiilt's 
observed pressure from ^, taken as the density at 100°), the 
values obtained for the first term of the second member of the 
preceding equation are the same as if we take the form 

derived from (34), and use the values of ft shown in Table I. of 
my former paper. The values of — h in the second col unin in 
the following table have been so calculated, with, besides, the 
following data afforded by Regnault from his observations on 
the total heat of steam, and the specific heat of water 
<1L , 



-h=- 



dt 



+ C: 



:.:J05, 



L = C0C.5 4- .305i - (.0000W + .000000/'). 
The values of — A shown in the third column are those derived 
by Clausuis from an equation which i3 the same as what (34) 

would become if .7- 






-El 



titutcd for p. 





-»nri?nriliDgU)Taljlo 


-* XMrtlHg .0 




Cam ol' 9 Theory" 







1.863 


1.910 


so 


1.479 


1.465 


100 


1.174 


1.188 


150 


0.951 


0.8711 


300 


0.7S0 


0.678 



59. From these results it appears, that through the whole 
range of temperatures at which observations have been made, 
the value of h is negative ; and, therefore, if a quantity of eat- 
nrated vapor be compressed in a vessel containing no liquid 
water, heat must be continuously abstracted from it in order 
that it may remain saturated as its temperature rises ; and con- 
versely, if a quantity of saturated vapor be allowed to expand 
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in a closed vessel, heat must be supplied to it to prevent any 
part of it from becoming condensed into the liquid form as the 
tempo rut live of the whole sinks. This very remarkable conclu- 
siun was first announced by Mr. Rankine, in his paper com- 
municated to this Society on the 4th of February last year. It 
was discovered independently by Clausins, nnd published in 
his paper in Poggendorff's Annalen in the months of April and 
May of the same year, 

00. It might appear at first sight, that the well-known fact 
that steam rushing from a high -pressure boiier through a small 
orifice into the open air does not scald a hand exposed to it, is 
inconsistent with the proposition, that steam expanding from 
a state of saturation must have heat given to it to prevent any 
part from becoming condensed; since the steam wonld scald 
the hand unless it were dry, and consequently above the boil- 
ing-point in temperature. The explanation of this apparent 
difficulty, given in a letter which I wrote to Mr. Joule last Oc- 
tober, and which has since been published in the Philosophienl 
Magazine, is. that the ateam in rushing through the orifice pro- 
duces mechanical effect which is immediately wasted in fluid 
friction, and consequently reconverted into heat ; so that the 
issuing steam at the atmospheric pressure would have to part 
with as much heat to convert it into water at the temperature 
100° as it would have had to part with to have been condensed 
at the high pressure and then cooled down to 100°, which for 
a pound of steam initially saturated at the temperature t is, by 
Rcgn ault's modification of Watt's law, ,305 (t — 100°) more beat 
than a pound of saturated steam at 100° would have to part 
with to be reduced to the same state; and the issuing steam 
must therefore be above 100° in temperature, and dry. 



warn 



Part IV 

On a Method of discoreriixj experimentally Vie Helatu 

the Mechanical Work spent and the Heat produced by 
the Compression of a Gaseous Fluid.* 

61. The important researches of Joule on the thermal cir- 
cumstances connected with the expansion and compression of 

*Fmm the Tranmrti<>ns"f !.'„. l{»y<d S^itli/ i'f Edinburgh, vol. xx., part 3, 
April 17, 1851. 
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air, and the admirable reasoning upon tlieni expressed in his 
paper* "On the Changes of Temperature produced by the Rare- 
faction unci Condensation of Air," especially the way in which he 
takes into account any mechanical effect that may be externally 
produced, or internally lost, in fluid friction, have introduced an 
entirely new method of treating questions regarding the phys- 
ical properties of fluids. The object of the present paper is to 
show how. by the use of this new method, in connection with the 
principles explained in my preceding paper, a complete theoret- 
ical view may be obtained of the phenomena experimented on 
by Joule ; and to point out some of the objects to be attained by 
a continuation and extension of his experimental researches. 

63. The Appendix to my "Account of Carnot's Theory "f 
contains a theoretical investigation of the beat developed by 
the compression of any fluid fulfilling the lawsj at Boyle and 
Mariotte ami of Dftl ton and Gay - Lussac. It has since been 
shown that that investigation requires no modification when 
the dynamical theory is adopted, and therefore the formula 
obtained as the result may be regarded as being established 
for a fluid of the kind assumed, independently of any hypothe- 
sis whatever. We may obtain a corresponding formula applica- 
ble to a fluid not fulfilling the gaseous laws of density, or to a 
solid pressed uniformly on all sides, in the following manner: 

(53. Let Mdv be the quantity of heat absorbed by a body kept 
at a constant temperature /, when its volume is increased from 
v to v + dv ; let p be the uniform pressure which it experiences 
from Without, when its volume is V and its temperature / ; and 

let p + -jjdt. denote the value p would acquire if the temper- 
ature were raised to t + dt, the volume remaining unchanged. 
Then, by equation (:)) of § 21 of my former paper, derived 
from Clausius's extension of Curnot's theory, we have 

* P!iiln«iphkal Mag/nine, May, 1845. TOl. txvl., 1>. 869. 

+ Transaction*, vol. xvi.. part 5. 

% To avoid circumlocution, these laws will, in what follows, he culled 
simply tlie gamut law, or the gateom line* of density. 

S Throughout tliis paper, fnrmulce which involve no hypothesis what- 
ever are murkwl with italic letters ; formula' which involve Boyle's and 
iHlltm's tiff! are marked with Arabic numerals ; anil formula involving, 
besides, Mayer's hypothesis. are marled wilU Roman numerals. 



MEMOIRS ON 

where fx denotes CamoVs function, the same for all substances 
at the same temperature. 

Now let the substance expand from any volume Fto V, and, 
being kept constantly at the temperature /, let it absorb a 
quantity, H, of heat. Then 



C v ' Id fV 



w= f 
Jv 



But if W denote the mechanical work which the substance 

does in expanding, we have 

V 
pdv, (c) 

and therefore 

\dW 

This formula, established without any assumption admitting 
of doubt, expresses the relation between the heat developed by 
the compression of any substance whatever, and the mechanical 
work which is required to effect the compression, as far as it 
can be determined without hypothesis by purely theoretical 
considerations. 

64. The preceding formula leads to that which I formerly 

gave for the case of fluids subject to the gaseous laws ; since 

for such we have n „ ^ „ n . rr A /1X 

pv = p v {l + Iit), (1) 

from which we deduce, by (c), 

W=p v (l + Et)logjl, (2) 

dW , V E 



and lu= EpoVoAog T = T+Et W > (3) 

and therefore, by (J), ^ 

B =70TM) W ' (4) 

which agrees with equation (11) of § 49 of the former paper. 

65. Hence we conclude, that the heat evolved by any fluid 
fulfilling the gaseous laws is proportional to the work spent in 
compressing it at any given constant temperature ; but that 
the quantity of work required to produce a unit of heat is not 
constant for all temperatures, unless Carnot's function for dif- 
ferent temperatures vary inversely as 1 + Et; and that it is not 
the simple mechanical equivalent of the heat, as it was unwar- 
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rautably* assumed by Mayer to be, unless this function have 
precisely the expression p 

This formula was suggested to me by Mr. Joule, in a letter 
dated December 9, 184$, as probably a true expression for fi, 
being required to reconcile the expression derived from Car- 
not's theory (which I had communicated to him) for the bene 
evolved in terms of the work spent in the compression ol a gas, 
with the hypothesis that the latter of these is exactly the me- 
chanical equivalent of the former, which he had adopted in 
consequence of its being, at least approximately, verified by his 
own experiments. This, which will be called Mayer's hypothe- 
sis, from its having been first assumed by Mayer, is also assumed 
by Clausius without any reason from experiment ; and an expres- 
sion for ^i the same as the preceding, is consequently adopted by 
him as the foundation of his mathematical deductions from 
elementary reasoning regarding the motive power of heat. The 
preceding formulas show, that if it be true at a particular tem- 
perature for any one fluid fulfilling the gaseous laws, it must 
be true for every such fiuid at tlic same temperature. 

[The rtmiiitiinij teetiomt art: omitted. Thru ik<il tril/r the experimental 
verification of Mot/era hi/jmtlutit, irill, the. merhiiiiii;il enn-i/j/ nf/ijtiiiil, unit 
with the applieutiuiitt »/ t/i,i'„io(lyiiauiin< to drrtnVai ptienotneiia.] 



Bioiiu.u'iiicAL Sketch 

William Thomson, now Lord Kelvin, was born at lielfast 
in Jane, 1824- His father, James Thomson, an eminent math- 
ematician and student of science, removed in 1833 to Glasgow, 
where he occupied a position as professor in the university. 
His son studied under him at Glasgow and at St. Peter's Col- 
lege, Cambridge, and was graduated in 184.5 at Cambridge, as 
Second Wrangler and Smith's Piizeman. He was called to the 

* In violation of Gamut's important principle llnu tliernuil agency and 
mechanical effect, or mechanical (is-eney and tliciunil effect, cannot be re- 
garded in I lie simple relation of cause and effect, when any other effect, 
such its the alteration of the density of n body, is finally Concerned. 
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Chair of Natural Philosophy at Glasgow University in 1846, 
and he has since been connected with that university. On the 
completion of the Atlantic Cable in 1866, to the success of 
which Thomson had materially contributed by his study of the 
theoretical questions involved and by his numerous inventions, 
he was knighted, and on New-Year's day, 1892, he was raised 
to the peerage as Lord Kelvin. 

His contributions to physics range over the whole domain of 
the science. The most important of these relate to electricity 
and magnetism, and to the mechanical theory of heat. Of 
great value also are the improvements made by him in electri- 
cal measurements, by his invention of the mirror galvanometer 
and of the various electrometers which bear his name. His 
work is characterized by its great versatility and by a peculiarly 
happy combination of profound theoretical knowledge and 
power of analysis with the ability to invent and execute impor- 
tant experimental investigations. 
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